THE 


LONDON  BUILDING  ACT,  1891 


THE  0 

LONDON  BUILDING  ACT,  1894 

A     TEXT-BOOK 

FOR   THE    USE   OF 

AB0EITECT8,   SUBVEYOBS,  BUILDEBS,  ETC. 

CONTAINING  THE  ACT  FEINTED  IN  EXTENSO 

TOGETHER  WITH  A  FULL  ABSTRACT,  GIVING  ALL  THE  SECTIONS 

OF  THE  ACT  WHICH  RELATE  TO  BUILDINGS,  SET  OUT 

IN  TABULAR  FORM  FOR  EASY  REFERENCE 

AND 

AN    INTRODUCTION    SHOWING    THE    LEADING    ALTERATIONS 
MADE   BY  THE   ACT 

ALSO 

77ie  Unrepealed  Sections,  relating  to  Building,  of  all  other  Acts,  and  the 

Byelaws  and  Regulations  of  the  London  County  Council 

etc.  etc. 

ILLUSTRATED    WITH    NINETEEN    PLATES 

SHOWING    THE    THICKNESS    OF    WALLS,    PLANS    OF    CHIMNEYS,    SHOP    FRONTS. 

OPENINGS  AND  RECESSES  PERMITTED  IN   PARTY  AND   EXTERNAL  WALLS; 

HOW    MUCH    PARTY    WALL    MUST    BE    ON    RESPECTIVE    OWNERS' 

LAND  WHERE  OWNERS  ARE   BUILDING  DIFFERENT   CLASS  OF 

BUILDING;    THE  WALLING  NECESSARY   IN  CERTAIN 

CASES  OF  LIGHTS  IN   ROOFS,  ETC. 


BANISTER    FLETCHER 

Professor  of  Architecture  and  Building  Construction,  King's  College,  London; 

Fellow  of  the  Royal  Institute  of  British  Architects ;  Fellow  of  King's  College,  London  ; 

District  Surveyor  of  West  Xewington  and  Part  of  Lambeth ; 

One  of  the  Surveyors  to  the  Board  of  Trade. 

{Author  of  '  Model  Bouses,'  'Dilapidations,' '  Compensations,'  'Arbitrations,' 

'  Light  and  Air,' '  The  Metropolitan  Building  Acts,'  etc.) 


LONDON  ^^ 

B.     T.     BATSFOED,     HIGH     HOLBORN,    W.C 

1895 


PEEFACE, 


"  The  London  Building  Act,"  wliicli  comes  into  force  ou 
the  1st  January  1895,  supersedes  the  Metropolitan  Build- 
■ng  Acts,  and  renders  obsolete  my  book  on  the  subject. 
My  Publisher  has  therefore  desired  me  to  prepare  this 
book  on  the  new  Act. 

I  have  tried  to  make  it  the  text-book  on  the  subject, 
by  following  the  same  methods  that  I  have  pursued  m 
all  my  former  works. 

I  specially  commend  to  my  reader's  notice : 

First,  the  Abstract  of  that  portion  of  the  Act  which 
relates  to  Building,  which  will  enable  those  designing 
buildings,  builders,  and  all  those  in  difficulty,  to  see  at 
once  what  they  must  do  to  comply  with  the  Act.  If 
wishing  to  read  the  exact  words  at  length  in  the  Act 
itself,  they  will  see  that  the  Sections  and  Sub-sections  are 
given  which  will  enable  them  to  do  so. 

Second,  the  coloured  Plates  Nos.  1  to  12,  showing  the 
thicknesses  of  all  the  walls,  and  enabling  the  reader  at  a 
glance  to  see  the  thickness  of  the  wall  required  for  any 
building  under  this  Act. 

Note.. — This  is  even  more  necessary  than  before,  because 
in  this  Act  the  thicknesses  are  not  set  out  in  any 
Schedule. 

TJiird,  the  coloured  Plates  Nos.  13  to  19,  which  explain 
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vi  FEE  FACE. 

Eecesses,  Chimneys  and  Fliies  in  Party  and  External 
Walls,  Chimneys  and  Hearths.  The  method  of  continuing 
Party  Wall  when  Lantern  Light  occurs  in  roof.  Section 
and  plan  of  room  in  roof,  showing  the  smallest  height  the 
Act  permits.  Diagram  to  illustrate  the  novel  feature  in 
the  Act  as  to  providing  space  at  the  rear  of  domestic 
buildings,  and  a  section  to  illustrate  Shop  Front  and 
Cornice  projections. 

Fourth,  the  existing  Byelaws.  These  have  not  been 
repealed  (see  Section  216  of  this  Act). 

Fifth,  all  portions  of  the  existing  Acts,  so  far  as  they 
relate  to  building,  which  are  unrepealed  by  this  Act  and 
which  are  therefore  still  in  force,  are  given  in  extenso. 

Sixth,  the  Introduction,  setting  out  briefly  the  differ- 
ences between  the  expiring  Act  and  this  Act. 

Lastly,  the  Table  of  Contents  and  the  Index,  which  are, 
I  think,  complete,  and  will  readily  enable  the  reader  to 
turn  to  what  he  requires. 

BANISTER  FLETCHEE. 


29  New  Bridge  Street,  Ludgate  Circus,  E.G. 
1st  December  1894. 
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It  is  desirable  shortly  to  mention  the  new  provisions  and 
to  point  out  the  leading  differences  between  the  expiring 
Acts  and  this  new  London  Building  Act,  which  comes 
into  force  on  the  1st  January  next,  so  that  those  that 
have  not  followed  the  Bill  during  its  progress  through 
Parliament  may  have  set  before  them  some  idea  of  the 
scope  of  the  Act  and  the  alterations.  I  propose  doing 
this  as  briefly  as  possible,  considering  that  to  burden 
one's  mind  with  the  changes  is  not  so  successful  a  method 
of  learning  the  new  Act  as  studying  the  Act  itself.  I 
commend,  therefore,  the  Abstract,  to  which  I  have  given 
much  consideration,  and  the  accompanying  diagrams,  to 
the  earnest  attention  of  my  readers. 

The  definitions  have  ever  been  the  stumbling  block  of  Definitions. 
Acts  of  Parliament,  and  it  is  curious  that  although  in 
this  Act  the  definitions  are  much  improved,  we  have  not 
amongst  them  one  of  "  what  is  a  building."  To  show 
how  difficult  is  a  definition  of  a  building,  I  need  only 
quote  the  case  of  Stevens  v.  Gourley,:which  came  before 
the  magistrates,  and  on  appeal  before  Chief  Justice  Erie 
and  Justices  Williams  and  Biles.  That  the  arguments  in 
the  appeal  case  occupy  thirteen  pages  of  my  work  on  the 
Metropolitan  Building  Acts  serves  to  show  the  extreme 
difficulty  of  definitions.  It  is  true  that  in  the  Bill  an 
attempt  to  define  "  a  building "  was  made,  but  I  think 
this  definition  was  struck  out  during  its  progress  through 
Parliament.  Why  will  not  our  legal  friends  face  the 
difficulty  rather  than  leave  the  matter  open,  which  must 
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lead  to  disputes  and  litigations  ?  Is  it  fair  of  the  legal 
profession  to  shirk  definitions,  and  thus  leave  ns  laymen 
to  fight  over  the  ^'expressions"  in  courts  of  law  ? 

As  proof  that  definitions  can  he  made  clear  and  not 
liahle  to  he  misunderstood,  take  number  26  in  this  Act, 
Here  we  have  a  definition  so  worded  that  there  is  no 
question.  It  includes  every  building  that  can  be  erected 
except  two,  which  are  defined  in  Nos.  27  and  28. 
Definition  37  explains  the  expression  "inhabited." 
Definition  38  explains  the  expression  "habitable"  as  a 
room  constructed  or  adapted  to  be  inhabited. 

With  regard  to  centre  of  roadway^s,  I  notice  one  of  the 
professional  journals  does  not  seem  to  appreciate  the 
centre  remaining,  notwithstanding  that  the  actual  centre 
of  the  roadway  may  have  become  altered  by  reason  of 
the  roadway  having  been  wideued  on  one  side  only,  or 
on  both  sides  to  an  unequal  extent.  That  it  should 
remain  appears  to  me  of  much  value  in  preventing 
the  active  owner  from  loss  of  his  projjer  advantage.  For 
example,  the  owner  on  either  side  of  a  road  20  feet  wide, 
if  the  widening  is  required  for  carriage  traffic,  would  have 
to  set  back  each  10  feet,  and  therefore  each  owner,  whom 
we  will  call  respectively  A  and  B,  loses  10  feet  in  the 
depth  of  his  land.  Now,  assume  A  desires  to  have  a 
50-feet  road,  and  he  sets  back  from  the  centre  of  the 
roadway  25  feet.  B,  without  this  regulation,  need  only 
set  back  5  feet  instead  of  10  feet,  and  thus,  to  give  a  road 
40  feet  wide,  gains  5  feet  in  the  depth  of  his  land ;  and  so 
by  delay  gains  an  advantage  and  prevents  A  obtaining 
the  advantage  he  desired.  It  is  this  difficulty  which 
absolutely  calls  for  a  difference  of  position  between  the 
legal  and  geometrical  centre  of  the  road. 

The  fixing  of  a  gradient  is,  I  think,  extremely  good. 
This  is  given  in  section  9,  sub-section  6. 

I  strongly  dislike  the  power  the  Council  have  taken 
to  vary  the  rules.  Take  as  an  example  section  17.  You 
will  find  the  Council  may  sanction  "  the  erection  of  any 
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buildiDg  or  structure  at  any  less  distance  than  the  pre- 
scribed distance  from  the  centre  of  the  roadway,  not  being 
a  '  highway.' " 

Speaking  in  the  discussion  at  a  meeting  of  the  Eoyal   Permissive 
Institute  of  British  Architects,  I    said,    "  I  would   call 
attention  to  a  most  objectionable  phrase  in  the  Bill — 'the 
Council  may  permit.'      The  whole  Bill  bristled  with  per- 
missions to  avoid  every  clause  in  it." 

I  strongly  advise  the  Council  to  get  rid  of  this  power 
as  far  as  possible  by  formulating  fixed  rules  and  regu- 
lations, so  that  one  set  of  rules  and  regulations  may  apply 
to  all. 

Section  9,  sub-section  4,  will,  I  think,  prevent  the  for-  New  street 
mation  in  the  future  of  circular  or  crescent  roadways, 
having  each  end  communicating  with  the  same  street. 
There  has  been  much  litigation,  and  the  words  now  used, 
"  laying  out  the  same  to  afford  direct  communication 
between  two  streets,"  will  probably  prevent  any  question 
arising  in  the  future. 

The  District  Surveyor  has  more  power  under  this  Act   Bressnm- 
with  regard  to  bressummers,  and  it  is  the  first  time  that  ^^"' 
I  remember  any  allowance  being  set  out  for  expansion  of 
metal  in  a  Building  Act. 

The  bearing  of  4  inches  is  important,  because,  in 
dealing  with  long  wooden  beams,  if  the  builder  insist  on 
his  right  of  only  giving  4  inches,  as  the  Act  permits,  the 
District  Surveyor  can,  if  he  thinks  it  insufiScient,  require 
additional  storey-posts  or  iron  columns,  &c.  The  builders, 
therefore,  will  be  very  willing  to  give  sufficient  bearing 
for  safety. 

In  the  discussion  at  the  Eoyal  Institute  of  British 
Architects,  Mr.  H.  H.  Statham  produced  a  diagram  show- 
ing the  effect  that  the  new  restriction  as  to  projections  of 
cornices  to  only  2  feet  6  inches  over  the  public  way  would 
have,  supposing  one  desii'ed  to  build  a  house  with  a 
cornice  of  the  same  projection  as  the  Strozzi  Palace, 
and  undoubtedly  his  diagram  was  convincing    that  the 
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limitation  of  the  projection  would  seriously  interfere  with 
the  cornices  in  Classic  and  Eenaissance  architecture.  The 
restriction  has  now  become  law,  and  the  only  way  a 
greater  projection  can  he  obtained  is  by  Betting  back  the 
front  walls  or  obtaining  the  consent  of  the  Council. 

There  is  a  slight  alteration  in  the  area  permitted  as  to 
the  cubic  contents  of  warehouse  buildings.  It  is  extended 
from  216,000  to  250,000  cubic  feet. 

The  new  Act  in  clause  76  gives  power  to  the  Coun- 
cil (where  the  Superintending  Architect  and  the  Chief 
OflScer  of  the  Fire  Brigade  advise  favourably)  to  consent, 
under  certain  conditions,  to  each  building  containing 
additional  cubical  extent ;  but  there  is  a  proviso  that  such 
consent  shall  continue  in  force  only  while  the  said  build- 
ing is  actually  used  for  the  purposes  of  the  trade  or 
manufacture  in  respect  of  which  the  consent  was  granted. ' 

More  latitude  in  the  use  of  combustible  materials  is 
permitted  by  the  relaxation  of  the  provisions  in  the  ex- 
piring Act.  Under  the  new  Act  cornices  and  barge- 
boards  of  wood  are  permitted. 

A  new  requirement  is  that  buildings  exceeding  30  feet 
high,  used  as  dwellings  or  factories,  and  having  a  parapet, 
are  to  be  provided  with  a  dormer  window  or  door  opening 
on  to  roof,  and  a  trap-door  with  proper  step  ladder  or 
other  proper  means  of  access  to  the  roof. 

This  requirement  cannot  be  demanded,  apparently, 
where  there  is  no  parapet. 

The  new  Act  limits  the  number  of  storeys  in  the  roof, 
so  that  buildings  like  the  Grosvenor  Hotel  cannot  be 
repeated,  and  it  has  a  provision  that  where  the  storey  is 
above  60  feet  from  the  street  level  it  may  not  have  a 
boarded  floor,  if  constructed  in  the  roof,  but  the  uj^per 
surface  of  the  floor  shall  be  of  fire-resi.stiug  materials. 

The  old  rule  as  to  the  angle  of  inclination  of  roofs  of 
the  warehou.«e  kind  continues. 

A  novel  feature  in  the  Act  is  the  fixing  of  an  an  gle  of 
inclination  of  roofs  of  other  buildings ;    they  must  not 
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incline  upwards  at  a  greater  angle  than  75°.  This  limi- 
tation does  not,  however,  ajiply  to  towers,  spires  and 
turrets. 

This  Act  recognises  for  the  first  time  a  separation  of  Separation  of 

-,.,,.,,  ,  ,.  .         builJings. 

buildings  by  other  means  than  party  walls.  It  permits 
the  separation  by  a  party  structure,  and  a  reference  to  tbe 
definition  shows  that  party  structure  may  be  a  party  wall, 
or  a  partition,  floor  or  other  structure,  separating  vertically 
or  horizontally  buildings,  &c.  Some  district  surveyors 
have  permitted  this  as  an  interpretation  of  a  party  wall 
under  the  expiring  Act,  but  it  is  very  desirable  to  have 
all  doubt  removed  by  clause  74  and  definition  in  section  5, 
sub-section  20.  The  same  section  74  requires  that  the 
dwelling  house  shall  be  divided  from  the  shop  or  trade 
portion  in  every  building  exceeding  ten  squares  in  area. 

The  rules  with  regard  to  separate  sets  of  chambers  in   chamber 
one  building,  are  made  more  stringent,  by  making  the  area 
commence  at  2500  square  feet  instead  of  3500. 

Section  No.  75  permits  one-storey  buildings  beyond  the   One-storey' 
two-mile  radius  of  St.  Paul's  to  have  any  cubical  contents,     "^'^'"S®' 
provided  they  are  us^ed  for  certain  purposes. 

The  uses  to  which  such  buildings  may  be  put  are  very 
limited  (see  Abstract,  page  16). 

The  provisions  as  to  chimneys  and  flues  are  practically   chimneys 
the  same  as  in  the  expiring  Act.     The  orAj  concession  *"     "*^^' 
made  is  in   following  the  same   lines  as  building  on  a 
bressummer.     If  chimneys  be  so  built,  the  work  must 
be  done  to  the  satisfaction  of  the  District  Surveyor. 

One  important  alteration  is  set  forth  in  the  section  that 
prevents  the  use  of  ordinary  flues  for  trade  purposes. 

The  provision  as  to  marking  flues,  where  a  wall  is  likely 
to  be  built  against,  is  probably  useful,  but  I  have  never 
found  any  difficulty  in  getting  this  done. 

One  added  security  against  smoke  and  fire  is  the  pro- 
vision set  out  in  section  64,  sub-section  6,  that  all  flues 
are  to  be  rendered  on  their  outside  face  when  passing 
through  floor  or  roof     This  will  entail  some  additional 
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expense,  as  the  quantity  of  rendering  tlirougli  roof  portion 
will  sometimes  be  considerable. 

The  backs  of  chimnej'-  openings  can  be  4^  inches  in 
walls  other  than  party  walls  (section  20,  snb-section  7  of 
the  expiring  Act).     The  new  Act  has  no  provision. 

There  is  a  slight  reduction  in  the  thickness  of  hearth, 
from  7  inches  to  6  inches.  This  cannot  increase  the  risk 
of  fire,  whilst  it  may  give  an  advantage  from  a  constructive 
point  of  view. 

Another  alteration  is  that  this  Act  requires  that  the 
top  six  courses  of  the  stack  or  shaft  are  to  be  Imilt  in 
cement.  This  will  be  most  useful  in  maintaining  the 
stability  of  the  chimney  shaft,  and  also  the  stability  of 
those  too  often  added  deformities,  called  tall-boys,  wind- 
guards  and  cowls,  because  they  will  be  bedded  in  the 
courses  of  brickw  ork  in  cement. 

The  Act  relieves  the  Council  of  the  labour  of  fixing  the 
thickness  and  tapering  of  the  shafts.  These  are  set  forth 
in  the  Act.  The  height  of  the  chimney  shaft  is  limited 
by  the  width  or  circumference  of  the  base  (see  Ab.stract, 
page  9).  Many  existing  shafts  if  condemned  could  not 
be  rebuilt  to  their  present  height  without  increasing  their 
width  at  the  base.  I  mention  this  to  show  that  the 
present  requirements  will  give  a  certainty  of  more  sub- 
stantial building. 

The  provision  with  regard  to  "  hollow  walls  "  is  likely 
to  prevent  them  being  built,  because  the  wall  one  side  of 
the  hollow  space  must  be  of  the  full  thickness  prescribed 
by  the  Act,  and  therefore  the  hollow  wall  will  have  to  be 
just  a  wall  of  the  thickness  shown  in  the  diagrams  I  have 
given,  plus  the  hollow  space,  plus  the  outer  casing. 

The  variation  that  no  recess  shall  come  within 
13^  inches,  instead  of  12  inches  in  the  old  Act,  is  wise, 
as  it  makes  a  "  brick  measurement "  of  it. 

An  important  alteration  is  that  under  the  new  Act 
there  is  apparently  no  limitation  as  to  the  quantity  of 
openings  and  recesses  on  the  ground  floor  storey.     This  is  a 
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most  important  concession,  and  removes  a  great  difficulty 
as  to  slioii  premises.  It  has  been  contended  by  a  pro- 
fessional writer  tliat  this  clause  miglit  be  read  to  mean 
that  there  shall  be  no  openings  or  recesses  on  the  ground 
floor  storey,  but  I  think  the  common-sense  reading  will  be 
sure  to  be  adopted  by  the  courts. 

This  Act  sets  out  the  structural  method  of  arching 
recesses  which  are  deeper  than  5  inches.  It  says  the 
arching  shall  be  by  not  less  than  two  rings  in  brickwork 
the  full  depth  of  the  recess  in  party  walls,  and  thus  de- 
fines the  method  more  clearly  than  the  old  Act,  which  only 
said  "  arched  over." 

There  is  a  novelty  in  the  Act  which  permits  recesses 
under  5  inches  deep.  These  may  be  corbelled  out  in  brick- 
work or  stonework. 

There  is  an  exemption  of  hoardings  from  the  Act,  Hoardings 
where  they  are  placed  around  vacant  land,  provided  such 
hoarding  shall  not  exceed  12  feet  in  height.  The  diffi- 
culty that  some  anticipate  is  that  these  hoardings  may  be 
kept  up  after  the  land  is  occupied.  This,  I  think,  cannot 
arise,  as  the  wording  of  the  exemption  is  quite  clear. 

A  relaxation  of  the  strict  rule  as  to  sheds  I  consider  of  sheds, 
much  advantage  to  small  traders.     It  is  that  "  open  sheds 
not  exceeding  4  squares  in  area  may  be  constructed  of  any 
substance,  and  in  any  manner  approved  by  the  District 
Surveyor." 

The  Act  gives    increased   height   to    dwelling    rooms,   n^-eiiing 
Instead  of  7  feet  it  must  now  be  8  feet  6  inches.     With     °"^^' 
regard  to  the  height  of  rooms  in  roofs  one  foot  is  added, 
making  it  8  feet  instead  of  7  feet. 

The  Act  is  silent  with  regard  to  the  size  of  lantern   Lantern 
lights  (see  the  last  paragraph  of  sub-sec.  c  of  sec.  70).  "^''*®' 
This  is  wise,  because  a  very  small  area  is  sufficient,  and  it 
is  best  to  leave  that  area  to  the  builder's  discretion,  other- 
wise it  might  interfere  with  his  getting  a  good  watertight 
roof. 

Tho  requirement  for  ventilation  is  sufficient;  it  is  that 
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the  part  which  shall  open  shall  be  equal  to  oue-twentieth 
part  of  the  floor  space. 

I  think  it  is  wise  that  the  restrictions  as  regards  under- 
ground rooms  are  to  be  continued.  I  have  seen  a  com- 
plaint that  the  Act  has  omitted  to  state  the  amount  of  the 
penalty.  This  is  not  so.  It  is  not  mentioned  in  section 
70,  sub-section  2,  but  it  is  given  in  section  200,  sub- 
bection  11  (_/  ). 

There  is  a  Section  in  the  Act  requiring  ventilation 
under  the  lowest  floor,  unless  it  be  a  solid  wood  floor  on 
concrete. 

The  novel  provisions  as  to  the  sizes  of  windows  to 
rooms  (other  than  those  in  the  basement)  can  scarcely  be 
considered  necessary,  because  it  is  the  custom  to  build 
these  rooms  with  suflBcient  window  space.  However,  the 
requirements  will  have  this  advantage,  that  they  will 
inform  the  builder  what  is  considered  the  smallest 
windows  he  ought  to  make. 

The  regulations  with  regard  to  the  windows  in  the  roof 
I  think  are  decidedly  necessary ;  for  too  often  one  has 
found  windows  too  near  the  floor,  solely  because  of  the 
elevation ;  no  doubt  the  elevation  must  and  should  give 
way  to  good  sanitary  planning,  but  I  fail  to  see  why 
the  elevation  need  therefore  be  less  well  proportioned. 

The  change  of  classification  of  walls  is  an  advantage. 
Walls  classed  in  the  expiring  Act  as  dwelling-house  walls 
are  now  described  as  "  walls  of  buildings  not  public  and 
not  of  the  warehouse  class."  The  new  Act,  therefore, 
has  this  advantage,  that  it  defines  tbo  walls  for  every 
building. 

In  walls  of  buildings,  not  public  and  not  of  the  ware- 
house class,  up  to  40  feet,  one  division  is  left  out,  and  we 
have  left,  the  sections  up  to  25  feet  high,  and  from  25  feet 
up  to  40  feet  high.  This  appears  to  me  a  distinct  advan- 
tage. 

Although  it  is  to  be  wished  that  the  8j-iuch  walls  had 
disappeared,  at  least  for  external  walls,  it  is  an  advantage 
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tliat  the  8i-inch  thickness  is  limited  to  storeys  in  a  wall 
up  to  25  feet  high,  and  to  one  storey  up  to  the  height  of 
40  feet. 

Taking  the  next  height — 40  feet  to  50  feet — we  still 
have  the  8i  inches  thick  up  to  30  feet  in  length,  but 
the  basement  or  lowest  storey  is  increased  to  17^  inches 
thick.  The  8^-inch  wall  disappears  where  the  length  is 
above  30  feet. 

Dealing  with  the  next  height — 50  feet  to  60  feet — I 
think  it  a  distinct  advantage  that  only  two  sections  are 
required  instead  of  three,  and  the  way  it  is  done  is  good. 
The  length  up  to  30  feet  is  omitted,  such  length  being 
increased  to  45  feet ;  therefore,  instead  of  "  up  to  30  feet," 
"  from  30  feet  to  50  feet,"  and  "  above  50  feet,"  we  have 
the  simpler  formula  "  up  to  "  45  feet  and  "  above." 

In  the  next  height — 60  feet  to  70  feet — the  same  rule 
applies  :  two  sections  instead  of  three.  The  old  Act  being 
"  up  to  40  feet,"  and  "  40  feet  to  55  feet  and  above  55  feet ;  " 
now  "  up  to  "  45  feet  and  "  above." 

Passing  on  to  70  feet  to  80  feet  in  height,  the  same 
method  is  continued,  and  we  have  simply  two  sections  of 
walls,  with  the  slight  thickening  of  one  storey  above  45 
feet,  three  storeys  instead  of  two  of  17^  inches  work.  The 
old  thickness  for  walls  40  feet  long  is  increased  in  thick- 
ness for  one  storey  to  17^  inches  for  walls  45  feet  long, 
above  this  length  there  is  also  a  slight  increase  in  the 
thickness  of  the  old  wall  above  60  feet  long. 

With  regard  to  the  next  height — 80  feet  to  90  feet — 
exactly  the  same  treatment  occurs,  omitting  one  section, 
retaining,  however,  the  first  division,  as  in  the  expiring 
Act,  namely  up  to  45  feet,  with  an  increase  of  thickness 
on  the  ground  storey.  The  thickness  for  walls  above 
45  feet  is  increasing  each  storey  4^  inches,  excepting  the 
two  topmost  storeys. 

From  90  feet  to  100  feet  the  same  reduction  occurs, 
to  two  sections  (instead  of  three).  The  first  limitation 
in   length   being    similar    to   the   present,   viz.   45   feet. 
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increasing  base  storey  to  26  inches  [thick,  and  increasing 
the  storey  next  but  one  above  to  21^  inches.  The 
diminished  thickness  is  given  at  the  top  of  these  walls. 

From  100  feet  to  120  feet  in  height  the  thicknesses  of 
walls  are  now  given,  which  were  not  given  in  the  expiring 
Act. 

The  thicknesses  of  walls  of  public  buildings  are  not 
defined  in  the  Schedule,  nor  were  they  in  the  Act  now 
exi)iring.  They  are  to  be  built  to  the  satisfaction  of  the 
District  Surveyor,  as  now;  the  only  diiference  is  that 
instead  of  the  aj^peal  being  to  the  Council,  it  is  to  be  roade 
to  the  new  tribunal. 

Warehouse  walls  up  to  25  feet,  and  from  25  feet  to 
30  feet,  remain  as  in  the  expiring  Act. 

From  30  feet  to  0  feet  high,  the  only  variation  is 
the  extension  of  length  in  the  first  to  35  feet,  and  the 
reduction  of  the  second  thickness  of  walling  to  45  feet  in 
length,  making  the  thickest  wall  begin  at  45  feet  in 
length,  instead  of  60  feet  as  formerly. 

Walls  40  feet  to  50  feet  high  are  practically  thickened, 
because  the  length  of  the  first  wall  is  reduced  to  30  feet, 
the  second  wall  to  45  feet  (instead  of  70  feet),  and  the  un- 
limited length  begins  at  ^^5  feet. 

From  50  feet  to  60  feet  high  the  number  of  sections  is 
reduced  from  three  to  two ;  the  first  thickness  being  for 
walls  up  to  45  feet,  the  second  above,  and  practically  the 
lighter  section  wall  is  abandoned. 

Walls  60  feet  to  70  feet  high  are  similarly  treated. 
There  are  two  sections  instead  of  three,  the  lighter  sec- 
tion wall  being  again  abandoned. 

In  walls  of  70  feet  to  80  feet  high  the  third  section  is 
again  abandoned ;  but  curiously  enough  the  section 
abandoned  is  not  the  thinner,  but  the  thickest,  namely, 
that  with  30  inches  at  its  base. 

^Valls  80  feet  to  90  feet  high  also  have  only  two  f  ections 
given  instead  of  three,  and  here  the  thickest  section  is 
abandoned. 
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In  walls  90  feet  to  100  feet  high  we  have  again  only  two 
sections,  the  abandoned  section  being  the  thickest  wall, 
namely,  34  inches  at  its  base. 

For  walls  np  to  120  feet  high  the  new  table  gives  the 
thickness  for  walls,  length  up  to  45  feet,  as  was  formerly 
that  up  to  100  feet  (length  unlimited).  It  also  gives  the 
thickness  for  a  wall  the  same  height  but  above  45  feet. 

There  is  a  novelty  which  applies  to  the  section  of 
all  walls  where  the  length  is  45  feet,  or  greater,  which  is 
that  the  increased  thickness  may  be  distributed  in  piers 
according  to  the  Schedule. 

The  next  very  important  alteration  is  the  yard  space,  yard  space. 
and  a  novel  feature  is  the  introduction  of  the  diagonal 
line,  limiting  the  height  of  buildings  according  to  the 
depth  of  the  back  yard.  Before  the  Bill  became  an  Act 
of  Parliament  this  diagonal  line  was  very  much  discussed. 
It  was  proposed  to  have  an  angle  of  45  degrees,  which 
would  have  reduced  the  heights  of  buildings  to  a  much 
greater  extent  than  the  angle  finally  adopted,  which  is 
63^  degrees. 

A  reference  to  the  diagram  (Plate  19)  will  show  that 
where  the  builder  desires  to  take  full  advantage  of  his 
land,  and  builds  therefore  to  the  extreme  limit  permitted 
by  the  Act,  all  the  upper  rooms  will  be  reduced  in  depth, 
I  expressed  my  views  with  regard  to  this  in  the  meeting 
at  the  Institute,  held  to  consider  the  Bill.  The  objection, 
I  said,  to  the  angle  proposed,  or  to  any  angle,  was,  that 
it  must  of  necessity  make  a  building  worse  internally ;  it 
was  impossible  to  get  square  rooms  while  building  up  to 
a  diagonal  line ;  any  angle  should  cease  when  it  touched 
the  back  wall.  In  the  diagram  referred  to,  I  have 
purposely  taken  the  back  yard  at  the  smallest  depth  per- 
mitted by  the  Act. 

Directly  following  this  Introduction  is  the  Abstract, 
set  out  in  tabular  form.  I  think  this  will  bo  found  of 
great  value  in  enabling  the  reader  to  find  at  once  all  the 
portions  of  the  Act  set  out  concisely  under  the  different 
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heads,  as  for  example,  if  he  will  turn  to  TaLle  YI.  he  will 
find  every  rule  relating  to  chimneys  and  fireplaces,  in 
Tahle  I.  all  those  relating  to  recesses,  openings,  &c. 

Following  these  tables  is  the  Act  in  eztenso,  so  that  if 
the  slightest  doubt  arises  as  to  the  exact  wording,  it  can 
at  once  be  turned  to.  The  section  and  sub-section  are 
given  in  the  tables.  Then  follow  all  those  sections  of 
other  Acts  which  are  still  unrepealed,  and  which  relate  to 
building  and  drainage,  and  the  byelaws  of  the  London 
County  Council. 
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TABLE   I. 

Eecesses  Airo  Openings 

External  Wall. — B;icks  of  recesses  not  less  than 
85  inches  

Area  of  both  ahove  ground  storey  not  to  exceed 
one-half  of  whole  area  of  wall  above  ground 
storey       

Party  Walls. — Backs  of  recesses  not  less  than 
13  inches 

Over  recess  formed  an  arch  of  at  least  two  rings 
of  brickwork  full  depth  of  recess  to  be  turned 
on  every  storey,  except  in  case  of  recesses 
formed  for  lifts,  but  where  such  recess  does 
not  exceed  5  inches  in  depth,  corbelling  in 
brick  or  stone  may  be  substituted  for  the 
arching     

Area  not  to  exceed  half  of  whole  area  of  the  wall 
of  the  storey  in  which  made 

No  recess  to  come  within  ISj  inches  of  inner 
face  of  external  walls  (see  Plate  13) 

Superintending  architect  may  consent  to  any 
modification  or  relaxation  of  the  requirements 
of  this  Section 

The  word  area  in  this  Section  means  area  of 
vertical  face,  or  elevation  of  the  wall  or  recess 
to  which  it  refers      


Part  VI.,  Sec.  54. 
Sub-sec.  1,  Rule  ('/). 
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Timbers  in  External  and  Party  Walls. 
AS  to  Bressummers. 


"Woodwork  fixed  in  external  walls,  except  bres- 
summers and  storey-posts  under  same,  and 
frames  of  doors  and  windows  of  shops  on 
ground  storey  shall  be  set  back  4  inches  at 
least  trom  external  face  of  wall     

Loophole  frames,  and  frames  of  doors  and 
windows  may,  however,  be  fixed  flush  with 
face  of  external  wall       

Council  may  by  byelaws  or  otherwise  ex- 
empt from  provisions  of  this  Section  oak, 
teak,  or  other  wood,  provided  work  be  con- 
structed to  satisfaction  of  District  Surveyor 
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Bressummers,  whether  wood  or  metal,  to  have 
bearing  4  inches  at  least  at  end,  on  sufficient 
pier  of  brick  or  stone,  or  upon  timber  or  iron 
storey-post  fixed  on  solid  foundation,  in 
addition  to  bearing  on  any  party  or  external 
wall.  District  Surveyor  shall  have  power  to 
require  that  every  bressummer  shall  have 
such  other  storey-posts,  iron  columns, 
stanchions,  or  piers  as  may  be  sufficient  to 
carry  superstructure        

Ends  of  bressummers,  if  wood,  not  to  be  placed 
nearer  to  centre  line  of  party  wall  than 
4  inches   

Metallic  bressummer  at  end  shall  have  space 
lelt  equal  to  |  inch  to  every  10  feet  or 
fractiuual  part  of  10  feet  of  length  of  bres- 
summer to  allow"  for  expansion      

Bond  timber  or  wood  plate  not  to  be  built  into 
any  party  wall         

Ends  of  wooden  beam  or  joists  bearing  on  such 
walls  to  be  4  inches  at  least  from  centre  line 
of  party  walls 

Bressummer  bearing  on  party  walls  to  be  borne 
by  templet  or  corbel  of  stone  or  iron  tailed 
through  half  thickness  of  wall  and  full  breadth 
of  bressummer         

End  of  any  timber  not  permitted  to  be  placed 
in  or  have  bearing  on  any  party  wall  may  be 
carried  on  corbel  or  templet  of  stone,  iron,  or 
vitrified  stoneware  tailed  into  wall  a  distance 
of  at  least  85  inches,  or  otherwise  supported 
to  satisfaction  of  District  Surveyor 
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TABLE   III. 
External  Walls. 


The  thickness  and  substance  of  walls  to  be  as 
mentioned  in  the  First  Scliedule  of  the  Act, 
but  may  be  varied  by  byeiaws      

N.B. — The  thicknesses  required  by  the  Act 
are  set  out  in  the  sections  shown  on  Plates 
1  to  12. 

Parapet  at  least  1  foot  ahove  highest  part  of 
gutter  if  formed  of  combustible  material,  and 
at  least  Fi  inches  in  thickness       

Where  external  wall  not  in  cunformity  with 
this  Act  is  taken  down,  burnt,  or  destroyed 


Part  VI.,  Sec.  53. 
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to  extent  of  one  half,  measured  in  superficial 
feet,  every  remaining  portion  not  in  con- 
formity with  Act  shall  be  made  to  conform 
therewith,  or  be  taken  down  before  rebuild- 
ing thereof,  unless  Council  otherwise  alow.. 


Part  XVI.,  Sec.  208. 


TABLE  IV. 
Party  Walls. 

The  thickness  and  substance  of  walls  to  be  as 
mentioned  in  the  First  Schedule  of  the  Act, 
but  may  be  varied  by  bye-laws 

N.B. — The  thicknesses  required  by  the  Act  are 
set  out  in  the  sections  shown  on  Plates  1  to 
12. 

Party  wall  to  be  carried  up  in  a  building  of 
warehouse  class  equal  to  thickness  of  wall  in 
topmost  storey,  any  other  building  8J  inches 
to  such  a  height  as  will  give  a  distance  of 
3  feet  in  a  building  of  warehouse  class  (ex- 
ceeding 30  feet  in  height),  15  inches  in  height 
&n\  other  building  above  highest  part  of  any 
roof,  flat  or  gutter : 

If  dormer,  turret,  lantern  light,  &c.  within  4 
feet  from  this  wall,  wall  shall  extend  at  least 

12  inches  higher  and  wider  on  each  side.  If 
roof  within  4  feet,  then  this  wall  shall  go 
above  (see  Diagram,  Plate  14j      

No  chase  wider  than  14  inches  nor  deeper  than 
4i  inches  from  face  of  wall,  nor  leave  less 
than  85  inches  thick,  nor  be  within  7  feet  of 
another  chase  on  same  side  of  wall,  nor  within 

13  inches  from  an  external  wall  (see  Plate  13) 
No  chase  to  be  made  in  wall  of  less  thickness 

than  13  inches         

Where  party  wall  not  in  conformity  with  this 
Act  is  taken  down,  burnt,  or  destroyed  to 
extent  of  one  half,  measured  in  superficial 
feet,  every  remaining  jjortion  not  in  con- 
formity with  Act  shall  be  made  to  conform 
therewith  or  be  taken  down  before  rebuilding 
thereof,  unless  Council  otherwise  allow 


Part  VI. 
Sec.  53. 


59,  Sub-sec.  1. 


2. 


60. 


Pabt  XVI.,  Sec.  208. 


Cases  in  which  a  wall  to  he  deemed  a  Party  Wall. 

(a)  When  a  wall  is  after  the  commence- 
ment of  this  Act  built  as  a  party  wall  in  any 
part ;  or 


Part  VI.,  Sec.  58. 


AB  STB  ACT  OF  THAT  POBTION  OF  TEE  ACT 


(h)  Where  a  wall  built  before  or  after  the 
commencement  of  this  Act  becomes  after  the 
commencement  of  this  Act  a  party  wall  in 
any  part 

the  wall  shall  be  deemed  a  party  wall 
for  such  part  of  its  length  as  is  so  used 


Part  YI.,  Sec  58. 


TABLE   V. 
Eoofs. 

Every  part  of  covering  must  be  externally 
covered  with  slate,  tiles,  metal,  or  other 
incombustible  materials,  except  wooden 
cornices  and  barge  boards  to  dormers  not 
exceeding  12  inches  in  depth,  and  the  doors, 
door  frames,  window,  and  window  frames  of 
such  dormers,  turrets,  lantern  lights,  sky- 
lights, or  other  erections        

Buildings  exceeding  30  feet  high,  used  wholly 
or  in  part  as  a  dwelling  or  factory,  having  a 
parapet  shall  be  provided — 
(a)  With  a  dormer  window  or  door  opening 

on  to  the  roof ;  or 
(h)  Trap  door  furnished  with  fixed  or  hinged 

step  ladder  leading  to  roof;  or 
(c)  Other  proper  means  of  access  to  roof. 

If  building  of  warehouse  class,  plane  of  surface 
of  roof  not  to  incline  from  external  or  party 
wall  uj^wards  at  greater  angle  than  47°  with 
horizon.  This  Sub-section  shall  not  apply 
to  towers,  turrets,  or  spires 

Any  other  building,  plane  of  surface  of  roof  not 
to  incline  from  external  or  party  walls  up- 
wards at  greater  angle  than  75°  with 
horizon.  This  Sub-section  shall  not  apply 
to  towers,  turrets,  or  spires 

Not  more  than  two  storeys  to  be  constructed  in 
roof  of  domestic  buildiijg        

If  storey  constructed  in  roof  of  domestic  building, 
the  upper  surface  of  floor  of  which  storey  is 
60  feet  from  street  level,  shall  be  constructed 
of  fire-resisting  material  throughout     ., 

Means  of  escaj^e  in  case  of  fire  to  be  provided 
for  persons  dwelling  or  employed  in  storeys, 
the  upper  surface  of  floor  whereof  is  above 
60  feet  from  street  level.  No  such  storeys 
shall  be  occupied  until  certificate  issued  by 
Council 


Part  YI., 

Sec.  61,  Sub-sec.  1. 
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Sec.  63. 


RELATING   TO  BUILDING. 


TABLE   Vr. 
Chimkeys  AST)  Flues. 

Chimneys  on  corbels  of  brick,  stone,  or  other 
incombustible  materials  must  not  exceed 
in  projection  more  than  thickness  of  wall 
measured  immediately  below  corbel. 

All  other  chimneys  must  be  on  solid  founda- 
tions, with  footings  similar  to  footings  of  wall, 
unless  carried  on  iron  girders  with  direct 
bearings  on  party,  external,  or  cross  walls 
to  satisfaction  of  District  Surveyor 

Chimneys  and  flues  having  soot  doors  not  less 
than  40  square  inches,  may  be  at  any  angle, 
but  in  no  other  case  shall  flue  be  inclined  at 
less  angle  than  45°  to  horizon,  and  to  be 
properly  rounded.  All  soot  doors  15  inches 
distant  from  any  woodwork 

An  arch  of  brick  or  stone,  or  bar  of  wrought 
iron  of  sufficient  strength  shall  be  built  over 
opening  of  every  chimney  to  support  breast. 
If  breast  projects  more  than  4  inches,  and 
jamb  less  width  than  17 2  inches,  abutments 
shall  be  tied  in  by  iron  bar  or  bars  turned  up 
and  down  at  ends,  and  built  into  jambs  at 
least  8  i  inches  (see  P/a^e  15)        

Flue  not  to  be  adapted  to  or  used  for  any  new 
oven,  furnace,  cockle,  steam  boiler,  or  close 
fire  used  for  any  pur^jose  of  trade  or  business, 
or  for  range  or  cooking  apparatus  of  any 
hotel,  tavern,  or  eating  house,  unless  flue 
surrounded  with  brickwork  at  least  82  inches 
thick  from  floor  on  which  such  oven,  furnace, 
cockle,  steam-boiler,  or  close  fire  is  situate 
to  level  of  ceiling  of  room  next  above  same . . 

Flue  not  to  be  used  in  connection  with  steam 
boiler  or  hot-air  engine  unless  flue  is  at  least 
20  feet  in  height,  measured  from  level  of  floor 
on  which  engine  placed 

Inside  of  flue,  and  outside  where  passing  through 
floor  or  roof,  or  behind  or  against  any  wood- 
work, to  be  rendered      

Position  and  course  of  every  flue  shall  be 
distinguished  on  outside  of  work,  as  it  is 
carried  up,  by  outline  marks,  except  when 
exterior  face  of  flue  forms  part  of  external 
wall  not  likely  to  be  built  against 
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Jambs  to  be  at  least  82  iDcheswide  each  side  of 
opening    

Breast  and  brickwork  surrounding  every  smoke 
flue  to  be  4  inches  thick        

Back  of  fire  place  in  party  wall  from  hearth  to 
12  inches  above  mantel  shall  be  at  least 
8J  inches  thick        

Thickness  of  upper  side  of  every  flue  when 
angle  of  less  than  45°  must  be  8^  inches     .. 

Shafts  at  least  4  inches  thick  to  a  height  of  not 
less  than  3  feet  above  roof,  flat,  or  gutter, 
measured  at  highest  point  of  juncture  .. 

Highest  six  courses  of  shaft  or  stack  shall  be 
built  in  cement       

Ko  shaft  to  be  higher  above  roof,  flat,  or  gutter, 
and  from  highest  point  than  six  times  the 
least  width,  unless  built  with  and  bonded  to 
another  shaft  not  in  same  line,  or  otherwise 
rendered  secure*      

Slab  to  be  of  stone,  slate,  or  other  incombustible 
material,  6  inches  longer  than  opening  on 
each  side  and  18  inches  wide  in  front  of 
breast  (see  PZaie  15)       

Slab  to  be  laid  wholly  on  stone  or  iron  bearers 
or  brick  trimmers,  or  other  incombustible 
materials,  but  on  lowest  floor  may  be  bedded 
on  concrete  covering  the  site 

Hearth  or  slab  to  be  solid  for  a  thickness  of 
6  inches  at  least  beneath  upper  surface 

Flue  not  to  be  built  against  any  party  structure 
unless  surrounded  with  new  brickwork 
4  inches  thick,  properly  bonded 

No  chimney  breast  or  shaft,  with  or  in  any 
party  wall  to  be  cut  away  unless  District 
Surveyor  certifies,  &c 

Chimney  shaft,  jamb,  breast,  or  flue,  can  only  be 
cut  into  for  three  purposes  («)  (i)  (c)  .. 

Timber  or  Woodwork : — 

(a)  Not  to  be  nearer  than  12  inches  to 
inside  of  flue  or  chimney  opening. 

{h)  Not  to  be  within  10  inches  from  upper 
surface  of  hearth  of  chimney  opening. 

(c)  Not  to  be  within  2  inches  from  face 
of  brickwork  or  stonework  about  chimney  or 
flue  where  the  work  is  less  than  8^  inches 
thick,  unless  face  rendered. 


Paet  VI., 

Sec.  64,  Sub-sec. 
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16. 


17. 


18. 


19. 

20. 


21. 


*  Except  furnace  of  steam  engine,  brewery,  distillery,  or  manufactory. 


RELATING   TO  BUILDING. 


Wooden  phif^s  mi;st  not  be  nearer  than  6  inches 
to  the  inside  of  flue  or  chimney  opening,  nor 
any  iron  holdfastior  other  iron  fastening  nearer 
than  2  inches  ..      ..      :       


Part  VI., 

Sec.  64,  Sub-sec.  22, 


TABLE   VIT. 
FuENACE  Chimney  Shafts. 

Unless  Council  otherwise  permit  shall  be  con- 
structed as  follows  

Carried  up  throughout  in  brick  and  mortar  of 
best  quality,  and  if  detached  shall  taper  from 
base  to  top  at  least  2i  inches  in  10  feet  of 
height       

Thickness  of  brickwork  at  top  and  for  20  feet 
below  to  be  at  least  8^  inches,  and  increased 
one-half  brick  for  every  additional  20  feet, 
measured  downwards     

Every  cap,  cornice,  pedestal,  plinth,  string 
course,or  other  variation  from  plain  brickwork 
shall  be  in  addition  to  thickness  of  brickwork 
required,  and  every  cap  shall  be  constructed 
and  secured  to  satisfaction  of  District 
Surveyor  

Foundation  to  be  made  to  satisfaction  of 
District  Surveyor 

Footings  to  spread  all  round  base  by  regular 
oifsets  to  a  projection  equal  to  the  thickness 
of  enclosing  brickwork  at  base  of  shaft,  and 
space  enclosed  by  footings  to  be  filled  in  solid 
as  work  proceeds 

Width  of  base  of  shaft  if  square  shall  be  at 
least  one-tenth,  or  if  round  one-twelfth,  height 
of  shaft 

Firebricks  built  inside  lower  portion  of  shaft  to 
be  additional  to  thickness  of  brickwork  and 
not  bonded  therewith     


Part  VI., 
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TABLE   Vin. 
Close  Fires  and  Pipes. 

Floor  under  copper,  steam  boiler,  or  stove  not 
heated  by  gas,  and  floor  around  same  shall 
for  a  space  of  18  inches  be  formed  of  incom- 
bustible material  not  less  tlian  6  inches 
thick         


Part  VI., 
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No  pipe  conveying;  smoke,  &c.  to  be  fixed 
against  any  building  on  the  face  next  street, 
&c 

No  pipe  for  conveying  smoke,  &c.,  to  be  fixed 
nearer  than  9  inches  to  any  combustible 
materials 

No  ]3ipe  for  heated  air  or  steam  nearer  than 
6  inches  to  any  combustible  material    .. 

No  pipe  for  hot  water  nearer  than  3  inches 

Restrictions  imposed  by  this  Section  shall  not 
apply  to  hot  water  or  steam  pipes  at  low 
pressure : 

For  the  purpose  of  this  Section  hot  water  or 
steam  shall  be  deemed  to  be  at  low  pressure 
when  provided  with  a  free  blow  off 

Floor  over  any  room  or  enclosed  space  in  which 
a  furnace  is  fixed,  and  any  floor  within 
18  inches  from  crown  of  an  oven  shall  be 
constructed  of  fire-resisting  materials    ., 


Part  VI., 

Sec.  66,  Sub-sec. 


67. 


TABLE   IX. 

Accesses  and  Stairs. 

Public  buildings  and  those  having  more  than 
125,000  cubic  feet,  and  adapted  or  constructed 
as  a  dwelling  house  for  separate  families,  the 
floors  of  lobbies,  corridors,  [lassages,  landings, 
and  flights  of  stairs  to  be  of  fire-resisting 
materials  and  carried  by  supports  of  fire- 
resisting  materials  

Buildings  constructed  or  adapted  to  be  occupied 
by  more  than  two  families,  the  principal 
staircase  used  in  common  shall  be  ventilated 
on  every  storey  above  ground  storey  by 
windows  or  skylights  opening  directly  into 
external  air,  &c 

Principal  staircase  in  every  dwelling  house  not 
subject  to  provisions  of  foregoing  Sub-section 
shall  be  ventilated  by  window  or  skylight, 
&c 


Part  Vl., 
Sec.  68. 


69,  Sub-sec.  1 


Staircases  in  Churches,  Chapels,  or  Public 
places  of  Assemhhj. 

To  be  supported  and  enclosed  by  brick  walls 
9  inches  thick.     Rule  (a)      

The  treads  of  each  flight  to  be  of  uniform  width. 
Rule  (a) 


„     80. 
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II 


No  staircase,  internal  corridor,  or  passage  way 
to  be  less  than  4  feet  6  inches  wide,  except 
where  not  more  than  200  perscms  accommo- 
dated, the  width  may  be  3  feet  6  inches. 
Eule(J) 

Every  staircase,  corridor,  or  passage  way  com- 
municating with  any  portion  of  the  building 
intended  to  accommodate  larger  number  of 
public  than  400,  to  be  increased  in  widtli 
6  inches  for  every  additional  100  persons 
until  maximum  width  of  9  feet  obtained. 
Eule  (c) ..      .. 

"Where  staircases  6  feet  wide  and  upwards, 
handrail  to  divide. 

In  lieu  of  single  staircase,  corridor,  or  passage 
way  of  width  prescribed  by  this  Sub-section 
two  may  be  substituted  at  least  equal  to  two- 
thirds  of  the  width  prescribed  in  this  Sub- 
section for  single  staircase,  corridor,  or  passage 
way,  but  neither  of  sucli  two  shall  be  less 
than  3  feet  6  inches  wide.     Rule  (c)    . . 

Where  portion  of  public  to  be  accommodated 
over  or  at  higher  level  than  others  of  the 
public,  separate  means  of  exit  communicating 
with  street  or  open  space  to  be  provided  from 
each  floor  or  level.     Rule  (cZ)        

All  doors  and  barriers  to  open  outwards,  and  no 
outside  locks  or  bolts  affixed  thereto.  Rule 
{e) 


Part  VI.,  Sec.  80. 
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TABLE   X. 

Habitable  Rooms. 


Every  part  (except  rooms  wholly  or  partly  in 
roof)  to  be  8  feet  6  inches  high  from  floor  to 
ceiling.     Rule  (a) 

In  roofs  at  least  8  feet  high,  and  such  height  not 
less  than  half  the  area  of  room.  Rule  (6)  (see 
PlatelQ)         

Every  room  to  have  one  or  more  windows  open- 
ing into  external  air  or  into  conservatory, 
with  total  superficies,  clear  of  sash  frames,  &c., 
equal  to  one-tenth  floor  area  of  room,  and  so 
constructed  that  one-twentieth  of  floor  area 
can  be  opened,  and  opening  shall  extend  at 
least  7  feet  above  the  floor  level ;  but  room 
having  no  external    wall    or  constructed  in 


Part  VI., 
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whole  or  part  in  roof,  to  be  lighted  through  roof 
by  dormer  window,  with  total  superficies, 
clear  of  sash  frames  &c.,  to  liglit  equal  to 
one-twelfth  of  floor  area  of  room,  so  con- 
structed that  a  portion  of  such  window  equal 
to  one  twenty-fourth  of  floor  area  can  be 
opened.  The  opening  in  each  case  shall 
extend  to  at  least  5  feet  above  floor  level ;  or 
such  room  may  be  lighted  by  lantern  light,  a 
portion  of  which,  equal  to  one-twentieth  of 
floor  area,  can  be  oj^ened.     Ilule  (c) 

Basement  rooms  having  wooden  floor  oth^r 
than  wood  block  ou  concrete  to  have  suffi- 
cient space  between  ground  and  floor  surfaces 
for  ventilation,  &c.     Ilule  (d)        

If  constructed  over  stable,  floor  to  have  in  every 
part  not  occupied  by  joist  or  girders  con- 
crete pugging  or  other  solid  construction  3 
inches  thick,  smoothed  on  upper  surface  and 
properly  supported.  Underside  of  such  floor 
shall  be  ceiled  with  lathe  and  plaster,  &c. 
Rule(e) 

Staircase,  gallery,  or  structure  by  which  such 
rooms  approached,  to  be  separated  from  stable 
by  brick  wall  not  less  than  9  inches  thick    . . 

Nothing  in  this  Act  shall  affect,  alter,  or  repeal 
The  Public  Health  (London)  Act,  1891,  as  to 
underground  rooms.     Kule  (/)      

Penalty  to  be  inflicted  for  allowing  rooms  to  be 
occupied  unless  complying  with  this  Section 


Part  VI., 
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TABLE   XL 
Party  Arches  over  Public  Ways. 


Every  party  arch,  «&c.,  and  every  arch  or  floor 
over  public  way,  or  passage  leading  through 
or  under  a  building  to  premises  in  other 
occupation,  shall  be  of  brick  or  stone,  &c.    .. 

Thickness  8s  inches  at  least  if  brick  or  stone, 
and  rise  one  inch  every  foot  of  span,  &c. 

Construction  in  other  materials  as  District 
Surveyor  may  approve 


Part  VI., 
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TABLE   XII. 
Arches  u^^)EB  Public  Wats. 
To  be  fonned  of  brick,  stone  or  otber  bard  and    Part  VI., 


incombustible  matt-rials 
If  brick  or  stone  used  : — 

(a)  Si  an  not  exceeding  10  feet  thickness, 
82  inches. 

(h)  Span  not  exceeding  15  feet  thickness, 
13  inches. 

(c)  Beyond  as  District  Surveyor  may  ap- 
prove         

Construction    in    other    materials    as   District 
Surveyor  may  approve 


Sec.  72,  Sub-sec.  1. 
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TABLE   XIIL 
Peojectioxs. 

All  to  be  of  brick,  tile,  stone,  artificial  stone, 
slate,  cement,  or  other  fireproof  materials, 
except  the  cornices  and  dressing  to  window, 
fronts  of  shops,  and  eaves,  barge  boards  and 
cornices  to  detached  and  semi-detached 
dwellings,  houses,  and  other  dwelling  houses 
in  which  party  walls  are  corbelled  out  so  as 
to  project  4  inches  beyond  same,  except  with 
consent  of  Council. 

A  pair  of  semi-detached  houses  one  building  for 
the  purposes  of  this  Sub-section 

Balcony,  cornice,  or  other  projection  to  be  tailed 
into  wall  and  weighted  or  tied  down  to  satis- 
faction of  District  Surveyor.  Projection  not 
to  exceed  2  feet  6  inches  over  pubUc  way    . . 

In  streets  or  ways  less  than  30  feet  shop  front 
may  project  beyond  external  wall  not  more 
than  5  inches,  and  any  cornice  13  inches.  If 
wider  than  30  feet,  shop  front  may  project 
10  inches  and  cornice  18  inches  over  ground 
of  the  owner  of  the  building  (see  Plate  17). 

Note. — This  provision  does  not  authorise 
projection  of  shop  front  other  than  cornice 
over  public  way  or  land  to  be  given  up  to 
public  way       

Woodwork  of  shop  front  not  to  be  fixed  higher 
than  25  feet  above  pavement  of  footpath  in 
front  of  shop.  No  part  of  any  woodwork  of 
shop  front  shall  be  fixed  nearer  than  4  inches 
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to  centre  of  party  wall,  &c.,  or  nearer  than 
4  inches  to  face  of  wall  of  adjoining  premises, 
■where  adjoining  premises  have  separate  wall, 
unless  a  pier  or  corbel  4  inches  wide  at  least 
be  placed  as  high  as  such  woodwork,  and 
projecting  throughout  an  inch  at  least  in 
front  between  such  woodwork  and  centre 
line  of  party  or  separate  wall,  &c. 
Bay  windows  to  dwelling  houses  maybe  erected 
on  land  belonging  to  owner  of  the  building  in 
a  street  not  less  than  40  feet  in  width,  or  to 
a  building,  the  front  wall  of  which  is  not  less 
distance  tlian  40  feet  from  o]iposite  boundar}- 
of  the  street,  notwithstanding  the  rules  in 
this  Act  as  to  buildings  bej'ond  general  line 
of  buildings  as  follows  : — ■ 

{a)  Not  to  exceed  three  storeys  in  height 
above  footwaJ^ 

(6)  Not  to  project  more  than  3  feet  from 
main  wall. 

(c)  Not  to  project  in  any  part  within 
prescribed  distance  from  centre  of  roadway. 

((/)  Not  to  be  nearer  to  centre  of  nearest 
party  wall  than  extreme  amount  of  their 
projection  from  main  wall. 

(e)  Taken  together,  not  to  exceed  in  width 
three-fifths  of  frontage  of  building,  &c. 

(/)  Not  to  be  constructed  on  public  way 
or  land  agreed  to  be  given  up  to  public  way, 

(^)  Not  to  be  used  for  trade  purposes. 
Bay  wmdows  to  which  foregoing  rules  do  not 

apply  to  receive  consent  of  Council 

Oi'iel  windows  or  turrets  may  be  constructed  in 
a  street  not  less  than  40  feet,  or  to  a  building, 
the  front  wall  of  which  is  not  at  a  less 
distance  than  40  feet  from  opposite  boundary, 
provided — 

(«)  No  part  extend  more  than  3  feet  from 
face  of  building,  or  more  than  12  inches  over 
public  way. 

(b)  No  part  less  than  10  feet  above  foot- 
way. 

(c)  No  part  (where  it  overhangs  public 
way)  within  4  feet  from  centre  of  nearest 
party  wall. 

{d)  On  no  floor  shall  total  w-idth  taken 
together  exceed  three-fifths  length  of  wall  of 
building  on  level  of  that  floor. 


Part  VI., 

Sec.  73,  Sub-sec.  4. 


RELATING    TO   BUILDING. 
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(e)  Construction  to  be  to  the  satisftiction 
of  District  Surveyor,  &c. 

Oriel  windows  and  turrets  to  which  foregoing 
rules  do  not  apply  to  receive  consent  of 
Council 

Eoof,  flat,  or  gutter  of  every  building  and  every 
balcony,  verandah,  shop  front,  or  similar  pro- 
jection arranged  so  water  does  not  drop  on 
public  way      

Except  in  case  of  shop  fronts  and  projecting 
windows  and  water-pipes,  copings,  string 
courses,  cornices,  fascias,  window-dressings, 
and  other  architectural  decorations,  no  pro- 
jection without  consent  of  Council 


Part  VI., 

Sec.  73,  Sub-sec.  6. 


5>  J>  )) 


>J  )J  » 


TABLE   XIV. 

Separation  of  Buildings  and  Cubical  Extent. 


Every  building  shall  be  separated  by  external 
or  party  wall  or  party  structure  from  adjoin- 
ing building  or  buildings       

Every  building  exceeding  ten  squares  in  area, 
used  part  for  trade  or  manufacture  and  part 
as  dwelling  house,  the  part  used  for  trade  or 
manufacture  to  be  separated  from  that  used 
as  dwelling  house  by  walls  and  floors  of  fire- 
resisting  materials,  including  passages,  stair- 
cases and  other  means  of  approach.  The 
part  used  for  trade  or  manufacture  (if 
extending  to  more  than  250,000  cubic  feet) 
be  subject  to  provisions  of  this  Act  relating 
to  cubical  contents  of  buildings  of  warehouse 
class 

Doorways  necessary  for  coninumication  may  be 
constructed  in  walls  of  such  staircases  and 
passages,  and  there  may  be  formed  in  any 
walls  of  such  building  openings  fitted  with 
fire-resisting  doors 

Buildings  exceeding  twenty-five  squares  in  area 
containing  separate  sets  of  chambers  &c.,  to 
have  floors  and  principal  staircases  of  fire- 
resisting  materials  ..      

No  warehouse  building  shall  extend  to  more 
than  250,000  cubic  feet  unless  divided  by 
party  walls  in  such  manner  that  no  division 
extend  more  than  250,000  cubic  feet    .. 


Part  VI., 

Sec.  74,  Sub-sec.  1. 


„        2. 


j>      j>  »        )? 


»        3. 


„     75. 


i6     ABSTRACT  OF  THAT  PORTION  OF   THE  ACT 


No  addition  to  be  made  to  warehouse  so  that 
cubical  extent  exceed  250,000  cubic  feet 

Cubical  contents  under  this  section  shall  not 
apply  to  buildin2;s  at  greater  distance  than 
two  miles  from  St.  Paul's  Cathedral,  and 
used  wholly  for  manufacture  of  machinery, 
boilers  of  steam  vessels,  retort  house,  manu- 
facture of  gas,  or  for  generating  electricity, 
provided  they  consist  of  one  floor  only  and 
constructed  of  brick,  stone,  iron,  and  other 
incombustible  material  throughout,  and  not 
used  for  any  other  purpose.  Such  building, 
with  respect  to  special  buildings  undi'r  this 
Act,  be  deemed  building  to  wliich  general 
rules  of  this  Act  inapplicable         

Council  may  consent  to  additional culical extent 
under  certain  conditions        


Part  VI., 
Sec.  75. 


76 


Sub-sees.  1,  2 
and  3. 


TABLE   XV. 

EuLES  AS  TO  Uniting  Buildings, 


No  building  shall  be  united  unless  wholly  in 
one  occupation,  or  constructed  or  adapted  to 
be  so         

Nor  if  30  done  it  shall  be  contrary  to  Act 

No  opening  to  be  made  in  any  party  wall  or  in 
two  external  walls  dividing  buildings  which 
if  taken  together  would  extend  to  more  than 

250,000  cubic  feet  except       

such  opening  shall  not  exceed  in  width  seven 
feet,  or  height  eight  feet.  Such  openings 
taken  together  not  to  exceed  one-half  the 
length  of  party  wall  on  each  floor  they  occur. 
Rule(«) 

Such  o]iening  shall  have  floor  jambs  and  head 
of  brick,  stone,  or  iron,  and  closed  by  two 
wrought-iron  doors,  each  one-fourth  of  an 
inch  thick  in  panel,  distant  from  each  other 
full  thickness  of  wall,  fitted  to  rebate  frames 
without  woodwork,  or  by  wrought-iron  sliding 
doors  or  shutters  projierly  constructed,  fitted 
into  grooved  or  rebated  iron  frames.    Pule  (i) 

If  th'ckness  of  wall  not  less  than  24  inches,  or 
doors  placed  at  a  distance  from  each  other  of 
24  inches,  such  opening  may  be  9  feet  6 
inches  high.     Pule  (c) 


Part  Yl., 

Sec.  77,  Sub-sec»  1. 


RELATING    TO  BUILDING. 


When  ceased  to  be  in  one  occupation  must 
again  be  divided  and  openings  bricked  up, 
&c 

Xotice  to  be  given  to  District  Surveyor  when 
united  buildings  cease  to  be  in  one  occupation 
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Part  VI., 

Sec.  77,  Sub.-sec.  4. 


TABLE   XVI. 
Additions  and  Alterations. 


Every  addition  to  or  alteration  of  a  building, 
and  any  other  work  made  or  done  for  any 
purpose  in,  to  or  upon  a  building  (except  that 
of  necessary  repair  not  affecting  the  con- 
struction of  any  external  or  party  wall)  shall 
be  subject  to  provisions  of  this  Act  and  bye- 
laws  thereunder  relating  to  new  buildings    .. 

This  Act  does  not  ajjply  to  new  huildings  or 
alterations  commenced  and  in  progress  hefme 
1st  January  1895 

Xo  alteration  (except  with  consent  of  Council), 
to  be  made  unless  in  conformity  with  this 
Act  applicable  to  new  buildings 


Part  XVI.,  Sec.  209 
»  »  J)  212 
»>        »         »     207 


TABLE  XVII. 
Conversion  of  Buildings. 

Unless  Council  otherwise  permit. — No  power  to 
convert  into  a  dwelling  house  any  building 
or  part  not  originally  constructed  for  human 
habitation         

No  power  to  convert  into  one  dwelling  house 
two  or  more  dwelling  houses  constructed 
originally  as  separate  dwelling  houses  .. 

No  power  to  convert  into  or  use  as  two  or 
more  dwelling  houses  any  building  originally 
constructed  as  one  dwelling  house 

No  power  to  convert  a  building,  which  when 
originally  erected  was  exempt  from  Act  or 
byelaws,  into  a  building  which,  had  it  been 
originally  erected  in  its  converted  form,  would 
have  been  within  the  operations  of  these 
enactments  or  byelaws 

No  power  to  convert  into  a  dwelling  house  any 
building  discontinued  or  appropriated  for 
any  purpose  except  a  dwelling  house    .. 


Part  XVI., 

Sec.  211,  Sub-sec.  L 


»      »  » 


„        3. 


»         4. 


c 


38     ABSTRACT  OF  THAT  PORTION   OF  THE  ACT 


Xo  power  to  convert  into  or  use  as  a  dwelling 
any  room  or  part  of  a  room  used  as  a  shoj)  . . 

No  power  to  convert  a  dwelling  house  or  any 
part  into  a  shop  in  such  manner  that  the 
building  or  part  so  constructed  will  be  con- 
trary to  this  Act,  relating  to  the  class  of 
buildings  which  the  building  when  so  con- 
vey ted  will  belong    .. 


Part  XTL, 

Sec,  211,  Ssib-sec.  6. 


TABLE   XVIir, 
Public  Buildings. 

"Walls,  roofs,  floors,  galleries,  and  staircases,  and 

every  structure  and  work  shall  be  constructed 

in  such  manner  as  may  be  approved  by  Dis- 
trict Surveyor,  or  in  event  of  disagreement 

by  the  Tribunal  of  Appeal* 
Not   to   ba  used   until    District    Surveyor  or  \  Part  YL,  Sec.  78. 

Tribunal    of    Appeal     shall    have    declared 

approval  of  construction. 
After  approval  granted,   no  work   to  be  done 

without  the  approval  of  District  Surveyor,  or 

such  certificate  as  aforesaid. 
No    conversion    of    houses,    &c.    into    public 

building  unless  the  alteration  or  conversion 

to  approval  of  District  Surveyor  or  Tribunal 

of  Appeal ..      ..         ,,     „        „     79. 

"*XoTE. — Tribunal  of  Appeal  shall  be  constituted  \ 

as  follows : — 

One  member  shall  be  appointed  by  Secre^ 

tary  of  State. 

One  member  shall  be  appointed  by  Council  I  Part  XVI., 

ofE.l.B.A.  f  Sec.  175, 

One  member  shall  bo  appointed  by  Council 

of  Surveyor's  Institution. 
No  member  or  officer  of  the  Council  shall  be  a 

member  of  the  Tribunal  of  Appeal. 


TABLE  XIX. 
Exempted  Buildings,  Land  and  Hoardings. 


Oovernment  Bullclings. — Buildings  for  public 
purposes,  occupied  by  Justices  of  the  Peace 
for  the  counties  of  MidtUesex,  London,  and 
City  of  London,  or  by  County  Councils  of 
London  and  Middlesex 


Part  XYL, 

Sec.  201,  Sub-sec.  5. 


RELATING   TO  BUILDING. 
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Mansion  House 

Guildhall      

Eoyal  Exchange 

Wetropolitau  Cattle  Markets  and  the  Cattle 
Market  at  Deptford 

Coveut  Garden. 

Buildings  built  with  sanction  of  Commissioners 
for  the  Exhibition  of  1851  on  their  land 

Buildings  belonging  to  Canal  Companies  .. 

Buildings  belonging  to  Railway  Companies 

Buildings  belonging  to  Gas  Companies     ,. 

Buildings  belonging  to  Dock  Companies   .. 

Buildings  not  exceeding  30  square  feet  in  area, 
and  not  exceeding  5  feet  high  in  any  part,  at 
least  5  feet  from  any  other  building  or  street, 
and  not  having  any  stove,  flue,  firei)lace,  hot- 
air  pipe,  hot-water  pipe,  or  other  apparatus 
for  warming  and  ventilating  the  same,  pro- 
vided no  portion  of  the  building  extends  be- 
yond general  line  of  buildings  in  any  street 

Not  exceeding  30  feet  high  from  footings,  and 
not  exceeding  125,000  cubic  feet,  and  not 
being  public  buildings  wholly  in  one  occu- 
pation, 8  feet  from  street,  30  feet  from  nearest 
buildine,  or  ground  of  adjoining  owner  (see 
Platel^) 

Note. — If  public  building  may  have  within  30 
feet,  if  other  than  public  building  may  have 
within  60  feet,  stables  or  offices  used  in  con- 
nection with  such  buildings 

Not  exceeding  250,000  cubic  feet,  not  public 
buildings,  30  feet  from  nearest  street,  GO  feet 
from  nearest  building,  or  ground  of  adjoining 
owner        

Party  fence  walls  not  exceeding  7  feet  high 
measured  from  top  of  footings        

Greenhouses  if  not  attached  to  other  buildings 

Woodwork  only  of  sashes,  doors,  and  frames  of 
greenhouses  attached  to  buildings 

Cases  of  metal  and  glass  for  holding  plants 
fastened  to  woodwork  of  sill  and  lower  sash, 
not  projecting  over  public  way  or  more  than  12 
inches  from  external  face  of  wall  of  building 

Openings  in  walls  or  flues  for  ventilating  valves, 
not  exceeding  40  square  inches,  not  nearer 
than  12  inches  to  any  timber,  &c. 

Inns  of  Court  land  and  buildings,  &c 


Part  XVI., 

Sec.  201,  Sub-sec.  2. 


1>  5> 


10. 


11. 


„      „    Sub-sees.  11 
&12. 


12. 


»      )>         j> 


13, 
14. 

15. 


16. 


17. 


„    204  „  1,2,3,4. 
C  2 
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Hoardings  to  vacant  land  not  more  than  12  feet 
high 

Note. — By  Section  206  any  buildings  so  ex- 
empted shall  only  so  remain  whilst  used  for 
the  purpose,  or  retaining  the  character,  which 
gave  it  its  exemption  or  privilege. 


Paet  YIL, 

Sec.  84,  Sub-sec.  1. 


TABLE  XX. 

Fibe-Eesisting  Materials. 


The  following  are  so  deemed  in  the  Act : —        "^ 

1.  Brickivork,  good,  well  burnt,  hard,  and  sound, 
properly  bonded  and  solidly  put  together 

(a)  With  good  mortar,  compounded  of 
good  lime,  sharp,  clean  sand,  hard,  clean, 
broken  brick,  broken  tiint,  grit,  or  slag ;    or 

(h)  With  good  cen  cut ;  or 

(c)  With  cement  .  nd  sharp,  clean  sand, 
hard,  clean,  broken  brick,  broken  flint,  grit,  or 
slag. 

2.  Granite  and  other  stone  suitable  for  building 
by  reason  of  its  solidity,  &c. 

3.  Iron,  steel,  and  copper 

4.  Oak,  teak,  and  other  hard  timber  when  used 
for  beams,  posts,  or  in  combination  with  iron, 
the  timber  and  iron  (if  any)  to  be  protected 
by  plastering  in  cement,  or  incombustible  or 
non-conducting  external  coating. 

In  the  case  of  doors — 

Oak,  teak,  or  other  hard  timber  2  inches  thick 

at  least. 
In  the  case  of  staircases — 
Oak,  teak,  or  other  hard   timber  with    treads, 

strint^s   and    risers    not  less   than   2   inches 

thick. 

5.  Slates,  tiles,  brick,  and  terra-cotta  when  used 
for  coverings  or  corbels. 

C.  Flagstones  for  floors  over  arches  not  exposed 
on  underside,  and  not  supported  at  ends 
only. 

7.  Concrete  composed  as  required  bj'  Act  when 
used  for  filling  in  between  joists  of  floors. 

8.  Any  material  approved  from  time  to  time  by 
the  Council. 


2nd  Schedule. 
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Part  XI., 
Sec.  122. 


TABLE   XXI. 
Dwelling  Houses  on  Low-Lying  Land. 


Not  to  be  erected  on  land  if  surface  is  below  ^ 
Trinity  high-water  mark,  and  which  will  not 
admit  of  being  drained  by  gravitation  into 
an  existing  sewer  of  the  Council,  &c.,  except 
with  permission  of  the  Council — 

And  the  Council  may  (subject  to  appeal  as 
hereinafter  provided). 

(i.)  Prohibit  the  erection  or  adaptation  of  any 
such  buildings. 

(ii.)  Regulate  the  erection  or  adaptation  of  the 
same. 

(iii.)  Prescribe  the  level  of  underside  of  lowest 
floor,  and  as  to  provisions  as  to  the  proper 
drainage,  &c. 

Application  to  be  made  to  the  Council  for  a 
license  to  erect  such  building,  &c. 

The  Council,  with  concurrence  of  Tribunal  of 
Appeal,  may  make  regulations  to  be  followed 
in  making  applications  under  this  part  of  the 
Act 

Printed  copies  of  any  regulations  under  this 
part  of  the  Act  shall  be  kept  at  the  County 
Hall  and  supplied  free  of  charge  to  any  person 
concerned  who  may  apply  for  same 


123. 


124,  Sub-sec.  2. 


TABLE   XXII. 
Open  Spaces  about  Buildings. 


Domestic  buildings  shall  not  include  buildings 
used  wholly  or  principally  as  offices  or  count- 
ing houses  for  the  purposes  of  this  Part  of  the 
Act 

Domestic  buildings  erected  after  commencement 
of  this  Act  having  habitable  basement,  shall 
have  in  the  rear  an  open  space  not  less  than 
100  sq.  feet,  free  from  any  erection  above 
level  of  adjoining  pavement 

With  respect  to  domestic  buildings  erected  after 
commencement  of  this  Act  and  abutting  on  a 
street  formed  or  laid  out  after  the  commence- 
ment of  this  Act,  the  following  provisions  shall 
have  effect : — 


Part  V., 
Sec.  39. 


„    40. 


„  41,  Sub-sec.  1. 


2  3  ABSTRACT  OF  THAT  PORTION  OF  THE  ACT 


(i.)  There    shall    be    provided  an  open  space  j  Part  V., 

in  rear  not  less  than  150  sq.  feet.     Where    Sec.  41,  Sub-sec.  1. 

basement  storey  has  open  space  provided  by 

preceding  Section  irrespective  of  use  to  which 

ground    storey   appropriated,   or    where    no 

basement,  or  where  ground  storey  not  con- 
structed or  adapted  to  be  inhabited,  the  open 

space  by  this  Section  may  be  above  level  of 

ceiling  of  ground  storey,  or  a  level  of  16  feet, 

exclusive  of  lantern  hghts,  measured   from 

adjoining  pavement. 
In  all  other  cases  open  space  shall  be  free  from 

any  erection  above  level  of  adjoining  pavement 

except  a  water  closet,  earth  closet,  or  privy, 

&c.    and    enclosing    walls,    none    of   which 

erections  shall  exceed  9  feet  in  height. 
(ii.)  Such  open  space  to  be  full  width  of  build- 
ing, and  a  depth  in  every  part  at  least  10  feet 

from  such  building. 
(iii.)  The  height  of  such  building  in  relation  to 

space  required   in   rear   shall  be  fixed   and 

ascertained  as  follows  : — 

(a)  An   imaginary  line    (hereafter    called 

horizontal  line)  shall  be  drawn  at  right  angles 

to  roadway  in  front  of  building  and  through 

front  of  centre  of  the  face  of  building. 

(h)  The    horizontal    line     shall     intersect 

boundary  of  open  space  furthest  from  such 

roadway. 

(c)  The   horizontal    line    shall   be   drawn 

throughout  at  level  of  pavement,  unless  site 

of    building    inclines   towards   roadway,   in 

which  case  the  horizontal  line  shall  be  drawn 

directly  over  the  said  point  in  front  of  centre 

of  face  of  building  at  the  level  throughout  of 

the   ground   at  boundary   of  space   furthest 

from  roadway,  where  boundary  is  intersected 

by  horizontal  line. 

(fZ)  A   second  imaginary  line  (called  the 

diagonal  line)  shall  be  drawn  in  direction  of 

buiTding   above  and  in  same  vertical   plane 

with  horizontal  line  at  an  angle  of  03^°,  and 

meeting  horizontal   lino  where  it   intersects 

boundary  of  space  furthest  removed  from  such 

roadway  (see  Plate  19). 

(e)  No  part  of  building  to  extend  above 

diagonal    line    except    chimneys,     dormers, 

gables,  turrets,  &c.,    aggregating   in  all  not 

more  than  one-third  width  of  rear  elevation. 


RELATING   TO  BUILDING. 


(f)  When  pavement  in  front  of  build- 
ing not  all  one  level,  mean  level  shall  be 
deemed  the  level  thereof.  Where  boundary 
of  space  at  rear  of  building  not  parallel  with 
rear  wall  of  building,  a  horizontal  line  shall 
be  drawn  to  a  point  distant  from  such  rear 
wall  the  mean  distance  from  such  wall  of  the 
boundary  of  space  at  rear,  whether  such  point 
be  beyond  said  boundary  or  not. 

(.9)  When  boundary  of  space  at  rear  so 
irregular  in  shape  that  doubt  arises  how 
measurement  to  be  taken,  application  to  be 
made  to  Council,  and  applicant  if  dissatisfied 
may  appeal  to  Tribunal  of  Appeal. 

(h)  When  land  at  rear  of  such  building, 
and  exclusively  belonging  thereto,  abuts 
immediately  ufxsn  a  street  or  open  public 
space,  or  maintenance  of  which  as  an  open 
space  is  secured  jjermanently  or  to  satis- 
faction of  Council  by  covenant  or  other- 
wise, the  horizontal  line  shall  be  produced, 
and  diagonal  line  may  be  drawn  from  hori- 
zontal line  at  centre  of  roadway  of  such 
street  at  level  of  surface  thereof,  or  at  further 
boundary  of  such  open  space,  and  it  shall  not 
be  necessary  to  provide  any  oiaen  space  at  the 
rear  of  such  building      

(iv.)  (a)  If  building  at  corner  abutting  upon 
two  streets ;  or 

(h)  A  building  at  corner,  one  side  abutting 
upon  a  street,  and  on  another  side  upon  open 
space  not  less  than  40  feet  wide,  &c. 

The  Council  may  permit  erection  of  buildings 
not  exceeding  30  feet  high  upon  such  part  of 
space  in  rear  as  they  may  think  fit,  provided 
they  be  satisfied  that  such  building  be  so 
placed  as  not  to  interfere  unduly  with  access 
of  light  and  air  to  neighbouring  buildings. 

When  Council  refuse  any  application  under  this 
Sub-section,  applicant  if  dissatisfied  may 
appeal  to  Tribunal  of  Appeal. 

(v.)  In  case  of  buildings  at  corner,  as  hereafter 
described,  nothing  in  this  ])art  as  to  deter- 
mination of  height  by  diagonal  line  shall 
prevent  return  front  being  carried  up  to  full 
height  of  front  elevation  for  distance  of  40 
feet,  or  such  less  distance  as  requirements  of 
oi>3n  space  at  rear  may  demand. 

(vL)  In  exceptional  cases,  where  land  irregular 
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shape,  to  which  preceding  provisions  of  this 
Section  cannot  be  applied,  Council  may  allow 
modifications. 

All  persons  dissatisfied  with  determination  of 
Council  may  appeal  to  Tribunal  of  Appeal  .. 

Domestic  buildings  erected  after  commencement 
of  this  Act,  abutting  upon  a  street  formed  or 
laid  out  before  commencement  of  this  Act, 
provisions  of  this  Section  shall  apply  with 
this  modification — that  horizontal  line  shall 
be  drawn  at  a  level  of  16  feet  above  level  of 
adjoining  pavement,  and  in  any  such  case  (ex- 
cept in  cases  of  dwelling  houses  to  be  inhabited 
or  adapted  to  be  inhabited  by  persons  of  the 
working  class)  the  open  space  to  be  provided 
bj  paragraphs  (i.)  and  (ii.)of  Sub-section  1  of 
this  Section  may  be  provided  above  level  of 
ceiling  of  ground  storey,  or  16  feet  (exclusive 
of  lantern  lights)  above  level  of  adjoining 
pavement. 

Notwithstanding  preceding  provisions  of  this 
part  of  this  Act,  any  part  of  domestic  build- 
ing may  extend  above  diagonal  line  provided 
Council  or  Tribunal  of  Appeal  shall  be  satis- 
fied that  an  open  cubic  space  of  air  will  be 
provided  at  rear  of  such  building  equal  to  the 
open  cubic  space  which  would  have  been 
pirovided  at  rear  of  such  building  if  such 
diagonal  line  had  been  drawn  from  ground 
level  in  manner  provided  in  Sub-section  1  (iii.) 
of  this  Section,  and  if  no  part  (except  as  per- 
mitted) had  extended  above  such  diagonal  line. 
Applicant  if  dissatisfied  with  determination  of 
the  Council  may  appeal  to  Tribunal  of  Appeal. 

Nothing  in  this  Section  shall  apply  to  houses 
abutting  in  the  rear  on  River  Thames,  public 
park  or  open  space  not  less  than  80  feet  deep 

and  dedicated  to  the  public,  &c 

Eules  as  to  dwelling  houses  to  be  inhabited  or 
adapted  to  be  inhabited  by  persons  of  the 
working  class,  erected  after  the  commence- 
ment of  this  Act 

Sufficient  plans  showing  extent  and  height  in 
several  parts,  and  position  in  relation  to  other 
building  existing  or  in  course  of  erection 
which  is  adjacent  thereto,  to  be  delivered  at 
the  County  Hall  one  month  before  commenc- 
ing to  erect      
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If  Council  dissatisfied  with  sufficiency  of  open 
spaces  for  admission  of  light  and  air,  it  shall 
be  lawful  for  them  to  refuse  to  sanction  such 
plans  within  one  month  from  delivery  of 
same.  Nothing  in  the  Sub-section  shall 
authorise  the  Council  to  refuse  sanction  if 
open  spaci  s  for  admission  of  light  and  air  is 
or  are  equivalent  to  open  spaces  whicli  would 
have  been  provided  vmder  the  provisions  of 
this  Act,  in  case  the  same  had  been  erected 
after  commencement  of  this  Act,  abutting 
upon  a  street  or  way  formed  or  laid  out  before 
commencement  of  this  Act 

No  erection  of  such  dwelling  house  to  be  com- 
menced without  sanction  of  Council 

If  after  delivery  of  plans  Council  do  not  give 
notice  of  their  disapproval,  sanction  shall  be 
deemed  to  have  been  given 

If  refusal  of  Council  considered  unreasonable, 
appeal  may  be  made  to  Tribunal  of  Appeal . . 

For  domestic  buildings  (not  being  a  dwelling 
house  inhalaited  by  persons  of  working  class) 
abutting  on  a  street  on  the  site  of  domestic 
buildings  existing  at  commencement  of  this 
Act,  or  on  a  site  vacant  at  commencement  of 
this  Act,  but  occupied  by  a  domestic  building 
any  time  within  seven  years  previous  to  com- 
mencement of  this  Act,  the  following 
provisions  shall  have  effect : —       

Before  commencing  to  build,  plans  to  be  prepared 
showing  extent  of  previously  existing  domestic 
building  (if  building  taken  down  before  com- 
mencement of  this  Act,  or  accidentally 
destroyed,  best  plans  available),  and  to 
submit  to  District  Surveyor  who  shall,  if 
satisfied,  certify  as  to  correctness. 

Such  person  may  then  erect  domestic  building, 
but  no  more  land  shall  be  occupied  by  newly 
erected  building  than  was  occupied  by 
previously  existing  domestic  building. 

For  failing  to  submit  plan  to  District  .Surveyor, 
or  the  District  Surveyor  or  Tribunal  of 
Appeal  refuse  to  certify  the  accuracy  of 
same,  person  rebuilding  shall  be  bound  by 
preceding  provisions  of  this  Part  of  this  Act, 
&c 

If  a  person  desires  to  deviate  from  plans  as 
certified  by  District^Surveyor,  it  shall  be  legal 
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for  him  to  applj'  to  Council  to  sanction  such 
deviation,  &:c 

A  person  dissatislied  witli  any  decision  of  the 
Council  or  District  Surveyor,  he  may  appeal 
to  Tribunal  of  Appeal     .. 

When  a  person  desires  to  lay  out  new  streets 
on  a  cleared  area,  he  may  make  application 
to  the  Council,  and  the  Council  may,  if  they 
think  desirable,  modily  or  relax  any  of  the 
foregoing  provisions  of  this  Part  of  this  Act, 
&c.     ..      

Courts  u'ithin  a  huikUng. — When  a  court, 
wholly  or  ]iart  open  at  top,  but  enclosed  on 
every  side,  &c.,  and  the  depth  of  such  court 
from  eaves  or  top  of  parapet  to  ceiling  of 
ground  floor  storey  exceeds  the  length  or 
breadth  of  such  court,  adequate;;  provision  for 
the  ventilation  shall  be  made  and  maintained 
by  owner  by  means  of  communication 
between  lower  end  of  court  and  the  outer  air. 

Ko  habitable  room  not  having  window  directly 
opening  into  external  air,  otherwise  than  into 
a  court  enclosed  on  every  side,  shall  be  con- 
structed in  any  building  unless  width  of  such 
court,  m&asured  from  such  window  to  opposite 
wall,  shall  be  equal  to  half  the  height, 
measured  from  the  sill  of  such  window  to 
eaves  or  top  of  parapet  of  opposite  wall. 

A  court  of  which  the  greater  dimension  does 
not  exceed  twice  the  less  dimension,  shall  be 
held  to  comply  with  this  Section  if  a  court 
of  same  area  but  square  in  shape  would 
comply  therewith. 

No  habitable  room  above  ground  storey,  not 
having  window  directly  opening  in  external 
air  otherwise  than  into  a  court  open  on  one 
side,  the  depth  whereof,  measured  from  oi)en 
side,  exceetl  twice  the  width,  shall  be  con- 
structed in  any  building  unless  every  window 
be  placed  not  nearer  to  opposite  wall  of  such 
court,  or  to  any  other  building,  than  one-half 
the  height  of  top  of  such  wall  or  building 
above  level  of  sill  of  such  window 

Sui^erintending  architect  may  define  front  or 
rear  of  buildings  when  necessary,  &c.   .. 
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TABLE   XXIir. 
Heights  of  Buildings. 

A  building  (not  being  a  church  or  chapel)  shall 
not  be  erected  or  subsequently  increased  to  a 
greater  height  than  80  feet  (exclusive  of  two 
storeys  in  roof,  &c.)  without  consent  of 
Council,  except  where  contract  lawfully  made 
previously  to  passing  of  this  Act,  &c. 

This  Section  shall  not  apply  to  rebuilding  same 
height  at  present  of  any  building  existing  at 
passing  of  this  Act  of  greater  height  than  80 
feet. 

Where  existing  buildings  forming  part  of  con- 
tinuous block,  &c.  ex'^eed  height  prescribed 
by  this  Section,  nothi'ig  in  this  Section  shall 
prevent  any  other  buildings  in  same  block  or 
row,  belonging  at  date  of  jjassing  this  Act  to 
same  owner,  from  being  carried  to  height 
equal  to  but  not  exceeding  that  of  existing 
buildings. 

Nothing  in  this  Section  shall  affect  powers 
conferred  upon  railway  companies,  &c. 

When  Council  consent  to  erection  of  any  build- 
ing of  greater  height  than  that  prescribed  by 
this  Act,  notice  of  such  consent  shall, 
w'ithin  one  week  after  consent  given,  be  pub- 
lished and  served  in  a  manner  directed  by 
the  Council,  and  the  consent  shall  not  be 
acted  on  until  21  days  after  such  publication, 
or  service,  or  in  event  of  any  appeal  against 
consent,  until    after    determination  of   such 

appeal       

(a)  The  owner  or  lessee  of  any  building  or 
land  within  100  yards  of  the  site  of  any 
intended  building,  who  may  deem  himself 
aggrieved  by  grant  of  such  consent  in  respect 
of  the  last  mentioned  buil'ling  ;  or 

(h)  Any  api)licant  for  consent  which  has 
been  refused,  may  respectively,  within  21  days 
after  publication  of  notice  of  consent  or  alter 
date  of  refusal,  appeal  to  Tribunal  of  Appeal 

Whenever  consent  refused  and  applicant  intends 
to  appeal  against  same,  such  applicant  shall 
give  notice,  within  21  days  of  such  refusal,  in 
such  manner  as  Council  may  direct  to  owner 
or  lessee  of  any  building  or  land  within  100 
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yards  of  site  of  building  to  which  refusal 
relates,  that  he  intends  to  appeal  from  such 
refusal       

In  the  case  of  appeal  against  refusal  of  consent, 
any  owner  or  lessee  of  any  building  or  land 
Avithin  100  yards  of  site  of  intended  building 
may  appear  and  be  heard  before  Tribunal  of 
Appeal  against  application  to  reverse  or  vary 
refusal      

After  commencement  of  this  Act  no  existing 
building  (other  than  church  or  chapel)  on 
site  of  a  street  formed  or  laid  out  after  7th 
August  1862,  and  of  less  width  than  50  feet, 
shall  without  consent  of  Council  be  raised, 
and  no  new  building  shall  without  consent  of 
Council  be  erected  on  side  of  any  such  street, 
so  that  height  shall  exceed  the  distance  of 
the  front  or  nearest  external  wall  of  such 
building  from  opposite  side  of  such  street. 

Where  such  building  is  erected  or  intended  to 
be  erected  on  corner  plot,  so  as  to  abut  upon 
more  than  one  street,  the  height  of  the  build- 
ing shall  (unless  Council  otherwise  consent), 
be  regulated  by  the  wider  of  such  streets,  &c., 
and  also  so  far  as  it  abuts  &c.  upon  the 
narrower  of  such  streets  to  a  distance  of  40 
feet  from  the  wider  street. 

Any  building  erected  or  raised  before  com- 
mencement of  this  Act  to  a  height  to  which 
no  objection  could  have  been  taken  under  any 
law  then  in  force,  although  exceeding  the 
height  provided  in  this  Section,  may  be 
re-erected  to  its  existing  height. 

This  Section  not  to  affect  rights  of  any  railway 
company 

Nothing  in  this  part  of  Act  shall  prevent 
raising  of  any  building  by  increasing  height 
of  topmost  storey  for  purpose  of  bringing 
habitable  rooms  in  such  topmost  storey  in 
conformity  with  provisions  of  this  Act 
relating  to  habitable  rooms 

Nothing  in  this  part  of  Act  shall  prevent  the 
re-erection  on  the  same  site  and  of  not 
greater  dimensions  of  any  dwelling  house  in- 
habited or  adapted  to  be  inhabited  by 
persons  of  the  working  class,  erected  by  a 
Local  Authority  previously  to  the  passing  of 
this  Act 
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CHAPTER  CCXIII. 


An  Ad  to  consolidate  and  amend  the  Enactments  relating  to 
Streets  and  Buildings  in  London. 

[25th  August  1894.] 

Whereas  enactments  relative  to  streets  and  buildings 
in  the  administrative  county  of  London  are  contained  in 
the  following  Acts,  viz.  : — 

The     Metropolitan    Building    Act,      Public  Act. 
1844, 

The   Metropolis   Management   Act,     Public  Act. 
1855. 

The     Metropolitan     Building    Act,     Public  Act. 
1855. 

The    Metropolitan     Building     Act     Public  x\ct. 
(Amendment),  1860. 

The  Metropolitan  Building  Amend-     Public  Act. 
ment  Act,  1861. 

The  Metropolis  Management  Amend-     Public  Act. 
ment  Act,  1862. 

The    Metropolitan     Building    Act,     Public  Act^. 
1869. 

The     Metropolitan     Building    Act,     Public  Act. 
1871. 

The    Metropolis    Management   and     Public  Act. 
Building  Acts  Amendment  Act,  1878. 

The    Metropolis    Management    and     Public  Act. 
Building  Acts  (Amendment)  Act,  1882 

The     London      Council     (General 
Powers)  Act,  1890. 

The  London  Sky  Signs  Act,  1891. 


The  London  County  Council  (Gene- 
ral Powers)  Act,  1893. 


Local  and  Per- 
sonal Act. 

Local  and  Per- 
sonal Act. 

Local  and  Per- 
sonal Act. 
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And  whereas  the  existing  provisions  of  the  said  Acts 
are  complicated,  and  in  some  respects  doubtful,  and  are 
insufficient  to  secure  the  construction  and  maintenance  of 
streets  and  buildings  in  a  satisfactory  manner  ; 

And  whereas  it  will  conduce  to  the  public  convenience 
that  the  said  Acts  should  be  repealed  to  the  extent  set 
forth  in  this  Act,  and  that  further  provisions  shoitld  be 
made,  and  powers  conferred,  in  order  to  secure  a  proper 
width  and  direction  of  streets,  the  sound  construction  of 
buildings,  the  diminution  of  the  danger  arising  from  tire, 
the  securing  of  more  light,  air  and  space  round  buildings, 
and  generally  with  respect  to  the  control  and  regulation 
of  streets  and  buildings,  and  otherwise  as  in  this  Act  set 
forth : 

And  whereas  the  purposes  aforesaid  cannot  be  effected 
without  the  authority  of  Parliament : 

May  it  therefore  please  Your  Majesty,  that  it  may  be 
enacted,  and  be  it  enacted  by  the  Queen's  most  Excellent 
Majesty,  by  and  with  the  advice  and  consent  of  the  Lords 
Spiritual  and  Temporal  and  Commons,  in  this  present 
Parliament  assembled,  and  by  the  authority  of  the  same 
as  follows  (that  is  to  say) : — 

Part  I. 
INTKODUCTOEY. 


Short  title. 


Division  of 
Act  into 
Tarls. 


1 — This  Act  may  be  cited  as  the  London  Building  Act, 
ISU-I. 

2 — This  Act  shall  be  divided  into  Parts  as  follows  : — 
Part     I.  Introductory. 
„      IL  Formation  and  Widening  of  Streets. 
,,    III.  Lines  of  Building  Frontage, 
,,     IV.  Naming  and  Numbering  of  Streets. 
,,       V.  Open    Spaces    about    Buildings   and 

IIeio;ht  of  Buildings. 
,,     VI.  Construction  of  Buildings. 
,,  VII.  Special  and  Temporary  Buildings  and 

Wooden  Structures. 
„VIII.  Eights   of    Building   and    Adjoining 

Owners. 
,,     IX.  Dangerous  and  Neglected  Structures. 
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Part     X.  Dangerous  and  Noxious  Businesses. 
„       XI.  Dwelling  Houses  on  Low-Lying  Land. 
„     XII.  Sky  Signs. 

„  XIII,  Superintending    Architect    and    Dis- 
trict Surveyors. 
„   XIV.  Byelaws. 
„      XV.  Legal  Proceedings. 
,,   XVI.  Miscellaneous. 

3 — This    Act   shall  come  into  operation  on,  and  shall   Commence- 
take  effect  from  the  first  day  of  January  next  after  the  ^entof  Act. 
passing  thereof,  which  date  is  in  this  Act  referred  to  as 
the  commencement  of  this  Act. 

4 — This  Act  shall,  save  so  far  as  is  otherwise  provided,   Extent  of 
extend  to  London  and  no  further  :  ■*^*^'- 

Provided  always,  that  in  addition  to  any  exemption 
referring  to  the  Commissioners  of  Sewers  contained  in 
this  Act,  nothing  in  this  Act  contained  shall  in  any  way 
take  away,  alter,  prejudice  or  affect  any  of  the  powers, 
privileges,  exemptions,  jurisdictions  or  authorities  given 
to  or  vested  in  the  Commissioners  of  Sewers,  by  or  under 
any  Act  of  Parliament,  and  existing  immediately  before 
the  passing  of  this  Act,  notwithstanding  the  repeal  of  the 
Acts  specified  in  the  Fourth  Schedule  hereto. 

5 — In  this  Act,  unless  the  context  otherwise  requires —   Definitions. 

1.  The   expression  "  street  "   means  and   includes  any 

highway  and  any  road,  bridge,  lane,  mews,  foot- 
way, square,  court,  alley,  passage,  whether  a 
thoroughfare  or  not,  and  a  part  of  any  such  high- 
way, road,  bridge,  lane,  mews,  footway,  square, 
court,  alley  or  passage. 

2.  The   expression  "  way "   includes   any  public   road, 

way  or  footpath,  not  being  a  street,  and  any 
private  road,  way  or  footpath  which  it  is  pro- 
posed to  convert  into  a  highway,  or  to  form,  lay 
out  or  adapt  as  a  street. 

3.  The  expression  "  roadway,"  in  relation  to  any  street 

or  way,  means  and  includes  the  whole  space 
open  for  traffic,  whether  carriage  traffic  and  foot 
traffic  or  foot  traffic  only. 

4.  The  term  "  centre  of  the  roadway  "  means — 
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(a)  In  relation  to  any  street  or  way  of  which 
the  centre  of  the  roadway  has  been  ascer- 
tained   or  defined  by  the  Council  or  the 
superintendiDg  architect  previously  to  or 
after  the  commencement  of  this  Act,  the 
centre  of  the  roadway  as  so  ascertained  or 
defined  ; 
(6)  In  relation  to  any  street  or  way  of  which 
the  centre  of  the  roadway  shall  not  have 
been  ascertained  or  defined  hy  the  Council 
or   the    superintending    architect,   where 
the    roadway   opposite    the   site    of    the 
building    in     question    shall,    since    the 
twenty-second  day  of  July,  one  thousand 
eight   hundred    and    seventy-eight,    have 
been  widened,  the  centre  of  the  roadway 
as  existing  immediately  before  the  date 
of  such  widening,  or  where  it  shall  not 
have  been  so  widened,  the  actual  centre 
of  the  existing  roadway  : 
For  the  purpose  of  any  enactment  in  this  Act  referring 
to  the  centre  of  the  roadway,  the  superintending 
architect  may  at  any  time  define  the  line  consti- 
tuting the  centre  of  the  roadway,  in  the  case  of 
a  street  formed  or  laid  out  after  the  eighteenth 
day  of  August,  one  thousand  eight  hundred  and 
ninety,  and  the  line  so  defined  shall  continue  to 
be  deemed  the  centre  for  such  purpose,  notwith- 
standing that  the  actual  centre  of  the  roadway 
may  have  become  altered  by  reason  of  the  road- 
way  having   been    widened   either  on  one   side 
only,  or  on  both  sides  to  an  unequal  extent. 
6.  The   expression    "  the    prescribed    distance "    means 
twenty    feet    from   the    centre   of  the   roadway 
where  such  roadway  is  used  for  the  purpose  of 
carriage  traffic,  and  ten  feet  from  the  centre  of 
the  roadway  where  such  roadway  is  used  for  the 
purposes  of  foot  traffic  only. 
G.   The     expression    "  new    building "    means   and    in- 
cludes— 

Any  building  erected  after  the  commencement 

of  this  Act ; 
Any  building  which  has  been  taken  down  for 
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more  than  one-half  of  its  cubical  extent,  and 
re-erected  or  commenced  to  be  re-erected, 
wholly  or  partially,  on  the  same  site  after 
the  commencement  of  this  Act ; 
Any  space  between  walls  and  buildinp^s  which 
is  roofed  or  commenced  to  be  roofed  after 
the  commencement  of  this  Act. 

7.  The   ex^jression     "bressnmmer"    means    a    wooden 

beam  or  a  metallic  girder  which  carries  a  wall. 

8.  The   expression  "  level  of  the  ground  "    means  the 

mean  level  of  the  ground  as  determined  by  the 
district  surveyor,  or,  id  the  event  of  disagreement, 
by  the  superintending  architect,  or  on  appeal,  by 
the  tribunal  of  appeal. 

9.  The    expression    "  foundation "    applied    to    a   wall 

having  footings  means  the  solid  ground  or  arti- 
ficially formed  support  on  which  the  footings  of 
the  wall  rest,  but  in  the  case  of  a  wall  carried  by 
a  bressummer  means  such  bressummer. 

10.  The  expression  "  base  "  applied  to  a  wall  means  the 

underside  of  the  course  immediately  above  the 
footings,  if  any,  or  in  the  case  of  a  wall  carried 
by  a  bressummer,  above  such  bressummer. 

11.  The  expression  "ground  storey"  means  that  storey 

of  a  building  to  which  there  is  an  entrance  from 
the  outside  on  or  near  the  level  of  the  ground, 
and  where  there  are  two  such  storeys,  then  the 
lower  of  the  two  : 
Provided  that  no  storey  of  which  the  upper  surface  of 
the  floor  is  more  than  four  feet  below  the  level  of 
the  adjoining  pavement  shall  be  deemed  to  be 
the  ground  storey. 

12.  The  expression  "  basement  storey  "  me^ns  any  storey 

of  a  building  which  is  under  the  ground  storey. 

13.  The  expression  "first  storey"  means  that  storey  of 

a  building  which  is  next  above  the  ground  storey, 
the  successive  storeys  above  the  first  storey  being 
the  second  storey,  the  third  storey,  and  so  on  to 
the  topmost  storey. 

14.  The  expression  "  topmost  storey  "  means  the  U2:)per- 

most  storey  in  a  building,  whether  constructed 
wholly  or  partly  in  the  roof  or  not. 

15.  The  expression    "external   wall"   means   an  outer 
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wall  or  vertical  enclosure  of  any  Lnilding  not 
being  a  party  wall. 

16.  The  expression  "party  wall"  means — 

(a)  A  wall  forming  part  of  a  building,  and 
used  or  constructed  to  be  used  for  separa- 
tion of  adjoining  buildings  belonging  to 
different  oAvners,  or  occupied,  or  con- 
structed, or  adapted  to  be  occupied  by 
different  persons ;  or 

(6)  A  wall  forming  part  of  a  building  and 
standing  to  a  greater  extent  than  the  pro- 
jection of  the  footings  on  lands  of  different 
owners. 

17.  The  expression  "  cross  wall"  means  a  wall  used,  or 

constructed  to  be  used,  in  any  part  of  its  height 
as  an  inner  wall  of  a  building  for  separation  of 
one  part  from  another  part  of  the  building,  that 
building  being  wholly  in,  or  being  constructed  or 
adapted  to  be  wholly  in,  one  occupation. 

18.  The  expression  "party  fence  wall"  means  a  wall 

used,  or  constructed  to  be  used,  as  a  separation  of 
adjoining  lands  of  different  owners,  and  standing 
on  lands  of  different  owners,  and  not  being  part 
of  a  building,  but  does  not  include  a  wall  con- 
structed on  the  land  of  one  owner,  the  footings 
of  which  project  into  the  land  of  another  owner. 

19.  The    expres^ion    "party    arch"     means    an    arch 

separating  adjoining  buildings,  storeys,  or  rooms 
belonging  to  different  owners,  or  occupied,  or  con- 
structed, or  adapted  to  be  occupied  by  different 
persons,  or  separating  a  building  from  a  public 
way  or  a  private  way  leading  to  premises  in  other 
occupation. 

20.  The  expression  "party  structure"  means  a  party 

wall,  and  also  a  partition  floor  or  other  structure, 
separating  vertically  or  horizontally  buildings, 
storeys,  or  rooms  approached  by  distinct  stair- 
cases or  separate  entrances  from  without. 

21.  The  expression  "height"  in  relation  to  any  building 

means  the  measurement  taken  from  the  level  of 
the  footway,  if  any,  immediately  in  front  of  the 
centre  of  the  lace  of  the  building,  or,  where  there 
is  no  such  footway,  from  the  level  of  the  ground, 
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before  excavation,  to  the  level  of  the  top  of  the 
parapet,  or  where  there  is  no  parapet,  to  the  level 
of  the  top  of  the  external  wall,  or,  in  the  case  of 
gabled  buildings,  to  the  base  of  the  gable. 

22.  The  expression  "  area  "  applied  to  a  building  means 

the  superficies  of  a  horizontal  section  thereof 
made  at  the  point  of  its  greatest  surface,  in- 
clusive of  the  external  walls  and  of  such  portions 
of  the  part}''  walls  as  belong  to  the  building. 

23.  The  expression  "  square  "  applied  to  the  measure- 

ment of  the  area  of  a  building  means  the  space  of 
100  superficial  feet, 

24.  The    expression  "cubical   extent"   applied   to   the 

measurement  of  a  building  means  the  space  con- 
tained within  the  external  surfaces  of  its  walls 
and  roof  and  the  upper  surface  of  the  floor  of  its 
lowest  storey. 
25-  The  expression  "  dwelling-house  "  means  a  building 
used,  or  constructed,  or  adapted  to  be  used 
wholly  or  principally  fur  human  habitation. 

26.  The    ex2n'e^6ion   "  domestic    building "    includes    a 

dwelling-house  and  any  other  building  not  being 
a  public  building,  or  of  the  warehouse  class, 

27.  The  expression  "  public  building  "  means  a  building 

used,  or  constructed  or  adapted  to  be  used  as  a 
church,  chapel  or  other  place  of  public  worship, 
or  as  a  school,  college  or  place  of  instruction  (not 
being  merely  a  dwelling-house  so  used),  or  as  a 
hospital,  workhouse,  public  theatre,  public  hall, 
public  concert-room,  public  ball-room,  public 
lecture-room,  public  library  or  public  exhibition- 
room,  or  as  a  public  place  of  assembly,  or  used  or 
constructed,  or  adapted  to  be  used  for  any  other 
public  pur[>oso,  also  a  building  used  or  con- 
structed, or  adapted  to  be  used  as  an  hotel, 
lodging-house,  home,  refuge  or  shelter,  where 
such  building  extends  to  moi"e  than  two  hundred 
and  fifty  thousand  cubic  feet,  or  has  sleeping 
accommodation  for  more  than  one  hundred 
persons. 

28.  The  expression  "building  of  the  warehouse  class" 

means  a  warehouse,  factor^',  manufactorj'', 
brewery  or   distillei-y,   and    any  other   building 
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exceeding  in  cubical  extent  one  hundred  and 
fifty  tboTisaiid  cnbic  feet  which  is  neither  a 
public  building  nor  a  domestic  biiikling. 

29.  The  expression  "  owner  "  shall  apply  to  every  person 

in  possession  or  receipt  either  of  the  whole  or  of 
any  part  of  the  rents  or  profits  of  any  land  or 
tenement,  or  in  the  occupation  of  any  land  or 
tenement  other%vise  than  as  a  tenant  from  year 
to  year  or  for  any  less  term  or  as  a  tenant  at 
will. 

30.  The  expression  "  occupier  "  does  not  include  a  lodger^ 

and  "  occupy  "  and  "  occi^pation  "  do  not  refer  to 
occupation  by  a  lodger, 

31.  The  expression  "  building  owner"  means  such  one 

of  the  owners  of  adjoining  land  as  is  desirous  of 
building,  or  such  one  of  the  owners  of  buildings, 
storeys,  or  rooms  separated  from  one  another  by 
a  party  wall  or  party  structure,  as  does,  or  is 
desirous  of  doing  a  woi'k  affecting  that  party 
wall  or  party  structure. 

32.  The  expression  "adjoining  owner"  means  the  owner 

or  one  of  the  owners,  and  "adjoining  occupier" 
means  the  occupier  or  one  of  the  occupiers  of 
land,  buildings,  storeys  or  rooms  adjoining  those 
of  the  building  owner. 

33.  The  expression   "  builder  "  means  the  person  who 

is  employed  to  build  or  to  execute  work  on  a 
building  or  structure,  or  where  no  person  is  so 
employed  the  owner  of  the  building  or  structure. 

3-i.  The  ex]5ression  "superintending  architect"  means 
the  superintending  architect  of  metropolitan 
buildings  for  the  time  being. 

35.  The  expression  "district  surveyor"  means  every 
such  surveyor  who  is  appointed  'u\  pursuance  of 
this  Act,  or  whose  apjiointment  is  hereby  con- 
firmed, and  shall  include  any  deputy  or  assistant 
surveyor  appointed  under  this  Act. 

30.  The  expression  "  fire- resisting  material"  means  any 
of  the  materials  and  tilings  described  in  the 
Second  Schedule  to  this  Act. 

37.  The  expression  "  inhabited "  applied  to  a  room 
means  a  room  in  which  some  person  passes  the 
night,    or  which   is  used  as  a  living  room,   in- 
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eluding  a  room  with  respect  to  which  there  is  a 
probable  presumption  (until  the  contrary  is 
shown)  that  some  person  passes  the  night 
therein,  or  that  it  is  used  as  a  living  room. 

38.  The  expression  "habitable"    applied    to   a    room 

means  a  room  constructed  or  adapted  to  be 
inhabited, 

39.  The  expression  "the  Metropolis  Management  Acts  " 

means  the  Metropolis  Management  Act,  1855,  and 
the  Acts  amending  the  same,  or  any  one  or  more 
of  those  Acts. 

40.  The  ex]3res.sion  "  London  "  means  the  administrative 

comity  orf  London. 
4i,  The  expression  "the  Council"  means  the  London 
County  Council. 

42.  The  expression  "  local  authoiity  "  means  the  Yestry 

ox  District  Board  of  Works  under  the  Metropolis 
Management  Acts,  within  whose  parish  or 
district  the  building,  structure,  place,  land  or 
thing  referred  to  is,  or  will  be,  or  in  the  City^ 
the  Commissioners  of  Sewers,  or  in  the  parish  of 
Woolwich  the  Woolwich  Local  Board  of  Healtli. 

43.  The  expression  "  the  City "  means  all    parts  now 

^\'ithin  the  jurisdiction  of  the  Commissioners  of 
Sewei-8. 

44.  The  expression  "  Corporation "  means   the  mayor, 

aldermen  and  commons  of  the  City  of  London. 

45.  The  expression  "  Guildhall  "  means  the  land,  offices, 

courts  and  buildings  commonly  called  the 
Guildhall,  and  the  offices,  courts  and  buildings 
adjoining  or  appurtenant  thereto,  which  now  are 
used  by,  or  may  hereafter  be  eivected  for  the  use 
of  the  Corpoiation,  or  of  any  committee,  com- 
mission or  society  appointed  by  them. 

4G.  The  expression  "  Commissioners  of  Sewers  "  means 
the  Commissioners  of  Sewers  of  the  City  of 
London. 

47.  The  expression  "  the  tribunal  of  appeal  "  means  the 
tribunal  of  appeal  constituted  by  this  Act. 
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Part  II. 

FORMATION  AND  WIDENING  OF  STREETS. 

Q — From  and  after  the  commencement  of  this  Act  streets 
shall  not  be  made  and  ways  shall  not  be  widened,  altered 
or  adapted  so  as  to  form  streets,  otherwise  than  subject  to 
and  in  accordance  with  the  provisions  set  forth  in  this 
Part  of  this  Act.  Provided  that  this  Act  shall  not  affect 
the  powers  of  any  local  authority  to  widen,  alter  or  im- 
prove any  street. 

7 — Before  any  person  commences  to  form  or  lay  out  any 
street,  whether  intended  to  be  used  for  carriage  traffic  or  for 
foot  traffic  only,  such  person  shall  make  an  application  in 
writing  t(j  the  Council  for  their  sanction  to  the  formation 
or  laying  out  of  such  street,  either  for  carriage  traffic  or 
for  foot  traffic  (as  the  case  may  be)  : 

Every  such  ajiplication  shall  bo  accompanied  by  plane 
and  sections,  with  such  particulars  in  relation  thereto,  as 
may  be  required  by  printed  regulations  issued  by  the 
Council,  and  the  Council  shall  forthwith  communicate 
every  such  application  to  the  local  authority  : 

And  no  person  shall  commence  to  form  or  lay  out  any 
street  for  carriage  traffic  or  for  foot  traffic  without  having 
obtained  the  sanction  of  the  Council. 

8 — For  the  purposes  of  this  Part  of  this  Act  a  person 
shall  be  deemed  to  commence  to  form  or  lay  out  a  street 
if  he  erect  a  fence  or  other  boundary,  or  lay  down  lines  of 
kerbing,  or  level  the  surface  of  the  ground  so  as  to  define 
the  course  or  direction  of  a  street,  or  if  he  form  the  foun- 
dations of  a  house  in  such  manner  and  in  such  position 
as  that  such  house  will  or  may  become  one  of  three  or 
more  houses  abutting  on  or  erected  beside  land  on  which 
a  street  is  intended  to  be,  or  may  be  thereafter  laid  out 
or  formed.  Provided  that  no  person  sh;dl  be  deemed  to 
commence  to  form  or  lay  out  a  street  if  he  do  any  of  the 
acts  in  this  section  mentioned  for  some  purpose  other  than 
that  of  forming  or  laying  out  a  street. 

9. — In  any  of  the  cases  following  but  in  no  other  case 
(that  is  to  say)  : — 

1.  Where  any  street  is  proposed  to  be  formed  or  laid 
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out  for  caiTiage  traffic,  without  being  of  or  being 
widened  to  the  full  width  of  forty  feet  clear,  or 
such  other  width  as  may  be  required  under  the 
provisions  of  this  Act ; 

2.  Where  any  street  is  proposed  to  be  formed  or  laid 

out  for  foot  traffic  only,  without  being  of  or 
being  widened  to  the  full  width  of  twenty  feet 
clear ; 

3.  Where  any  street  exceeding  sixty  feet  in  length  or 

any  street  not  exceeding  sixty  feet  in  length,  of 
which  the  length  is  greater  than  the  width,  is 
proposed  to  be  formed  or  laid  out  without  being 
open  at  both  ends  from  the  ground  up- 
wards ; 
4t  Where  any  street  not  being  within  the  City  is  pro- 
posed to  be  formed  or  laid  out  in  such  manner 
that  such  street  will  not,  at  and  from  the  time  of 
forming  and  laying  out  the  same,  afford  direct 
communication  between  •  two  streets,  such  two 
sti'eets  being  (where  it  is  intended  to  form  or 
lay  out  such  street  for  carriage  traffic)  streets 
formed  and  laid  out  for  carriage  traffic ; 

5.  Where  it  is  proposed  to  form  or  lay  out  any  street, 

not  being  within  the  City,  for  foot  traffic  only, 
and  it  appears  to  the  Council  that  such  street 
should  not  be  formed  or  laid  out  for  foot  traffic 
only,  or  that  such  street  should  be  formed  or 
laid  out  for  foot  traffic  only  subject  to  con- 
ditions ; 

6.  Where  the  street  is  proposed  to  be  formed  or  laid  out 

for  carriage  traffic  with  any  gradient  steeper 
than  one  in  twenty  ; 

7.  Where  it  is  proposed  to  form  or  lay  out  any  street 

in  f^uch  manner  as  to  be  in  contravention  of  any 

bye-law  of  the  Council ; 
it  shall  be  lawful  for  the  Council  by  order  at  any  time 
within  the  period  of  two  months  after  the  receipt  of  the 
application,  to  refuse  to  sanction,  or  to  sanction  subject  to 
such  conditions  as  they  may  by  such  order  prescribe,  the 
formation  or  laying  out  of  such  street  for  carriage  traffic 
or  for  foot  traffic  only,  as  the  case  may  be,  provided  that 
the  Council  shall  within  such  period  give  notice  to  the 
applicant  of  such  order,  stating  fully  all  their  reasons  for 
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such  refusal  or  the  imposition  of  such  conditions,  as  the 
case  may  be : 

Provided  that  if  within  the  said  period  of  two  months 
the  Council  fail  to  give  notice  of  their  refusal  to  sanction 
the  formation  or  laying  out  of  such  street,  or  of  their  dis- 
approval of  any  such  plan  or  section,  they  shall  be  deemec! 
to  have  given  their  sanction  thereto, 

10 — !•  Before  any  person  commences — 

(a)  To  adapt  for  cari-iage  traffic  any  street  or 
way  not  previously  so  adapted,  or  to  use 
or  permit  to  be  used  for  carriage  traffic 
any    street    or    way    not    previously    so 
adapted ; 
(5)  To  adapt  as  a  street  for  foot  traffic  only  or 
as  a  public   footway  any   way   not    pre- 
viously so  adapted ; 
such  person  shall  make  an  application  in  writing  to  the 
Council  for  their  sanction  thereto,  and  such  application 
shall  be  accompanied  by  plans  and  sections  and  such  par- 
ticulars in  relation  thereto  as  may  be  required  by  printed 
regulations  is.siied  by  the  Council,  and  the  Coiincii  shall 
forthwith    communicate    ever^^    such    application    to   the 
local  authority,  and  no  person  shall  commence  to  execute 
any  such  work  without  having  obtained  the  sanction  of 
the  Council. 

2.  Within  two  months  after  the  receipt  of  any  such 
aj^plication  the  Council  shall  either  sanction  the  plans  and 
sections  or  give  notice  to  the  apjdicant  of  their  disapproval 
thereof,  stating  fully  all  their  reasons  for  such  disapju-oval. 
Provided  that  if  within  the  said  period  of  two  months  the 
Council  fail  to  give  notice  of  their  disapproval  of  any  such 
plan  or  section,  they  shall  be  deemed  to  have  given  their 
sanction  thereto. 

3.  A  i)erson  shall  be  deemed  for  tlie  purposes  of  this 
Part  of  this  Act  to  commence  to  execute  a  work  within 
the  meaning  of  this  section  if  he  erect  a  fence  or  other 
boundary  or  lay  down  lines  of  kerbiug  or  level  the  surface 
of  the  ground  so  as  to  define  the  course  or  direction  of  a 
work  within  the  meaning  of  this  section,  or  if  he  form  the 
foundations  of  a  house  in  such  manner  and  in  such  position 
as  that  such  house  will  or  may  become  one  of  three  or 
more  houses  abutting  on  or  erected  beside  land  on  which 
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a  street  is  intended  to  be  or  may  be  thereafter  laid  out  or 
formed.  Provided  that  no  person  shall  be  deemed  to 
commence  to  execute  a  work  within  the  meaning;  of  this 
section  if  he  do  any  of  the  acts  in  this  sub-section  men- 
tioned, for  some  purpose  other  than  that  of  executing  a 
work  within  the  meaning  of  this  section. 

4.  Before  any  person  commences  to  widen  on  either  side 
to  a  less  extent  than  the  prescribed  distance  any  part  of  a 
street  or  way  which  (being  adapted  for  carriage  tiafitic)  is 
less  than  forty  feet  in  width  or  (being  adapted  for  foot 
traffic  only)  is  less  than  twenty  feet  in  width,  he  shall 
give  notice  in  writing  to  the  Council,  accom])anied  by  a 
plan  showing  the  extent  of  the  proposed  widening,  and 
no  person  shall  commence  to  execute  any  such  widening 
until  after  the  expiration  of  two  months  from  the  date  of 
such  notice,  unless  with  the  previous  sanction  of  the 
Council. 


11 — In  any  of  the  cases  following,  but  in  no  other  case   Grounds  for 
(that  is  to  say) :-_  _  '^^^S^ 

1.  Whenever  it  is  proposed  to  adapt  for  carriage  traffic  adaptation 

any  street  or  way  (not  previously  s(j  adapted)  streets, 
where  there  are  houses  or  buildings  either  on 
both  sides  thereof  or  only  on.  one  side  thereof, 
without  a  distance  of  at  least  twenty  feet  clear 
being  left  between  the  centre  of  the  roadway  and 
the  nearest  external  wall  of  the  houses  or  build- 
ings on  the  side  of  the  street  or  way  to  which 
the  measurement  is  taken,  or  (if  there  be  fore- 
courts or  other  spaces  left  between  such  external 
wall  and  the  roadway)  without  there  being  a 
distance  of  at  least  twenty  feet  clear  between 
the  centre  of  the  roadway  and  the  external  fences 
or  boundaries  of  such  forecourts  or  other  spaces  ; 

2.  Where  it  is  proi:)Osed   to  adapt  as  a  street  for  foot 

traffic  only  or  as  a  public  footway  any  way  not 
previously  so  adapted,  without  the  same  being 
of  or  being  widened  to  the  full  width  of  twenty 
feet  clear,  measured  as  aforesaid  ; 

3.  Where   any    such    adajjtation    would   result   in    the 

formation  of  a  street  exceeding  sixty  feet  in 
length,  or  a  street  not  exceeding  sixty  feet  in 
length,  of  which  the  length  is  greater  than  the 
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wifith,  and  in  either  case  not  being  open  at  both 
ends  from  the  ground  upwards ; 

4.  Where   any   such    adaj)tation    would   result   in   the 

formation  of  a  street,  not  being  within  the  City 
and  not  affording  direct  communication  between 
two  streets,  such  two  streets  being  (where  it  is 
intended  to  form  or  lay  out  such  street  for 
carriage  traffic)  streets  formed  and  laid  out  for 
carriage  traffic ; 

5.  Where  the  adaptation  will  result  in  the  formation  or 

lajnng  out  of  a  street,  not  being  within  the  City, 
for  foot  traffic  only,  and  it  appears  to  the  Council 
either  that  such  street  should  not  be  formed  or 
laid  out  for  foot  traffic  only,  or  that  such  street 
should  be  formed  or  laid  out  for  foot  traffic  only 
subject  to  conditions ; 

6.  Where  the  adaptation  would  result  in  the  formation 

of  a  street  for  carriage  traffic  with  any  gradient 
steeper  than  one  in  twenty  ; 

7.  Where  the  adaptation  is  proposed  to  be  made  in  such 

a  manner  as  to  be  in  contravention  of  any  bye- 
law  of  the  Council ; 
it  shall  be  lawful  for  the  Council  by  order  at  any  time, 
within  the  said  period  of  two  months  after  the  receijit  of 
the  application,  to  refuse  to  sanction  or  to  sanction  (subject 
to  such  conditions  as  they  may  by  such  order  prescribe) 
the  adaptation  proposed  by  the  application.  Provided 
that  the  Council  shall  within  such  period  give  notice  to 
the  applicant  of  such  order,  stating  fully  all  their  reasons 
for  such  refusal  or  the  imposition  of  such  conditions,  as 
the  case  may  be.  Provided  also  that  if  Avithin  the  said 
period  of  two  months  the  Council  fail  to  give  notice  of 
their  refusal  to  sanction  such  adaptation  or  of  their 
sanction  of  the  adaptation  subject  to  conditions,  they 
shall  be  deemed  to  have  given  their  sanction  thereto. 

12 — In  aiiy  case  where  it  is  intended — 

(a)  To  form  or  lay  out  any  street,  not  being 

Avithin  two  miles  of  Saint  Paul's  Cathedral, 

for  carriage  traffic ; 
{h)  To  adapt  or  permit  to  be  u.sed  for  carriage 

traffic  any  street  or  way  (not  being  within 

two  miles  of  Saint  Paul's  Cathedral)  not 

previously  so  adapted ; 


reference  to 
streets. 
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and  the  Council  shall  deem  it  expedient  in  the  public 
interest  that  the  street  or  way  should,  by  reason  of  its 
length  or  importance,  or  in  consequence  of  its  foiming,  or 
being  so  situate  as  to  be  likely  to  form,  part  of  an  im- 
portant line  of  communication,  or  for  other  sufficient 
reason,  be  of  a  greater  Avidth  than  forty  feet  clear,  they 
may  make  it  a  condition  of  their  sanction  that  the  street 
or  way  shall  be  throughout,  or  in  such  part  as  they  may 
direct,  of  a  greater  width  than  forty  feet,  but  nothing  in 
this  section  shall  authorise  the  Council  to  require  a 
greater  width  than  sixty  feet : 

And  before  requiring  that  any  street  or  -way  shall  be 
wider  than  forty  feet  the  Council  shall  give  notice  of  their 
intention  to  the  local  authority,  in  order  that  the  local 
authority  if  they  think  fit  may  make  a  representation  to 
the  Council. 

13 — 1.  No  person  shall  erect  any  new  building  or  new  Position  of 
structure  or  any  part  thereof,  or  extend  any  building  or  intra  with 
structure  or  any  part  thereof  in  such  manner  that  any 
external  wall  of  any  such  building  or  structure,  or  (if 
there  be  a  forecourt  or  other  space  between  such  external 
wall  and  the  roadway)  any  part  of  the  external  fence  or 
boundary  of  such  forecourt  or  other  space,  shall,  without 
the  consent  in  writing  of  the  Council,  be  in  any  direction 
at  a  distance  less  than  the  prescribed  distance  from  the 
centre  of  the  roadway  of  any  street  or  way  (being  a  high- 
way). ^ 

2.  Where  the  Council  after  consulting  the  local  au- 
thority shall  deem  it  expedient  in  the  public  interest, 
either  by  reason  of  the  length  or  importance  of  the  street 
or  way,  or  by  reason  of  the  street  or  way  foiming,  or  being 
so  situate  as  to  be  likely  to  form,  part  of  an  important 
line  of  communication,  or  for  other  sufficient  reason,  that 
the  prescribed  distance  from  the  centre  of  the  roadway  of 
any  such  street  or  way  should,  where  such  roadway  is 
used  for  the  purpose  of  carriage  traffic,  be  greater  than 
twenty  feet,  it  shall  be  lawful  for  the  Council  to  de- 
termine that  the  prescribed  distance  shall  be  such  greater 
distance  not  exceeding  thirty  feet  from  the  centre  of  the 
roadway  of  such  street  or  way  on  either  t-ide  or  both  sides 
as  the  Council  shall  see  fit  to  determine.  This  sub- 
section shall  not  apply  to  any  street  or  way  within  two 
miles  of  Saint  Paul's  Cathedral. 
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3.  Tn  case  the  person  intending  to  erect,  form  or  extend 
any  such  building-,  structure,  forecourt  or  space  shall  be 
dissatisfied  with  the  deteriuiiiation  of  the  Council  that  the 
prescribed  distance  shall  be  greater  than  twenty  feet  from 
the  centre  of  the  roadway,  he  may  aj^peal  to  the  tribunal 
of  appeal  against  such  determination  of  the  Council, 

4.  The  Council  may  in  any  case  wliere  they  think  it 
expedient  consent  to  the  erection,  formation  or  extension 
of  anj'  building,  structure,  forecourt  or  space  at  a  distance 
less  than  the  prescribed  distance  from  the  centre  of  the 
roadway  of  any  such  street  or  way,  and  at  such  distance 
from  the  centre  of  such  roadway  and  subject  to  such  con- 
ditions and  terms  (if  any)  as  they  may  think  {)roper  to 
sanction.  Provided  that  the  giving  of  such  consent  by  the 
Council  shall  not  in  any  way  affect  any  rights  of  the 
owners  of  adjoining  land.  Before  giving  such  consent  the 
Council  shall  communicate  to  the  local  authority  their  in- 
tention to  give  the  same.  Any  yserson  dissatisfit-d  with 
the  determination  of  the  Council  under  this  sub-section 
may  appeal  to  the  tribunal  of  appeal. 

5.  Provided  that  where  any  person  intends  to  alter  or 
re-erect  a  building  or  structure  existing  either  at  the 
commencement  ot  this  Act,  or  at  any  time  within  seven 
years  previously,  and  which  shall  not  be  or  shall  not  have 
been  in  conformity  with  the  provisions  of  this  section  re- 
lating to  new  buildings  and  sti'uctures,  such  person  may 
cause  to  be  prepared  plans  showing  the  extent  of  such 
building  or  structure  (or  in  the  event  of  such  building  or 
structure  having  ceased  to  exist  before  the  commencement 
of  this  Act  or  having  been  accidentally  destroyed,  the 
best  plans  available  under  all  the  circumstances  of  the 
case),  and  the  extent  of  the  forecourt  or  other  open  space 
(if  anj')  beiween  any  external  wall  of  such  building  or 
atructure  and  the  roadway,  and  may  cause  such  plans  to 
be  submitted  to  the  district  surveyor,  who  shall  (if  reason- 
ably satisfied  with  the  evidence  of  their  accuiac}-)  certify 
the  same  under  his  hand,  and  such  certificate  sliall  be 
taken  to  be  conclusive  evidence  of  the  correctness  of  the 
plans.  Theieupon  it  shall  be  lawful  for  such  person  to 
alter  or  re-erect  such  building  or  structure,  but  so  that  no 
land  witiiin  the  prescribed  distance  shall  be  occupied  by 
the  re-erected  building  or  structure,  or  the  forecourt  or 
such  other  open  sjiacc  as  atbresiiid  (if  anj-),  except  that 
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wliich  was  occupied  witliin  the  prescribed  distance  by  the 
previously  existing  building,  structure,  forecourt  or  open 
space  : 

If  such  person  should  fail  to  submit  such  plans  to  the 
district  surveyor,  or  the  district  surveyor  or  the  tribunal 
of  appeal  shoiild  refuse  to  certify  the  accuracy  of  the  same, 
such  person  shall,  in  altering  or  rebuilding  the  said  build- 
ing or  structure,  be  bound  by  the  preceding  provisions  of 
this  section  in  all  respects,  as  though  no  building  or 
structure  had  previously  existed  upon  the  land  within  the 
peiiod  aforesaid.  Provided  always  that  no  dwelling-house 
to  be  inhabited  or  adapted  to  be  inhabited  by  persons  of 
the  working  class  shall  without  the  consent  of  the  Council 
be  erected  or  re-erecteil  within  the  prescribed  distance  to  a 
height  exceeding  the  distance  of  the  front  or  nearest  external 
wall  of  such  building  from  the  opposite  side  of  such  street, 
and  that  no  building  or  structure  shall  be  converted  into 
such  dwelling-house  within  the  prescribed  distance  so  as 
to  exceed  such  height : 

Provided  that  this  section  shall  not  prevent  the  re-erec- 
tion of  any  such  dwelling-house  erected  previously  to  the 
passing  of  this  Act  by  a  local  authority. 

6.  Nothing  in  this  section  shall  affect  the  exercise  of 
any  powers  conferred  upon  any  railway  company  by  any 
special  Act  of  Parliament  for  railway  purposes. 

14 — In  every  case  where  any  new  building  or  new  Notice  to 
structure  is  erected  at  a  distance  in  any  direction  from  the  preceding' 
centre  of  the  roadway  of  any  street  or  way  less  than  the  sectioi.. 
distance  permitted  under  this  Part  of  this  Act,  or  contrary 
to  the  conditions  and  terms  (if  any)  subject  to  which  the 
Council  or  the  tribunal  of  appeal  has  sanctioned  the  erec- 
tion of  such  building,  the  Council  may  serve  a  notice  upon 
the  owner  or  occupier  of  the  said  building  or  structure,  or 
upon  the  builder,  requiring  him  to  cause  such  building, 
structure,  forecourt  or  space,  or  any  part  thereof,  to  be  set 
back  so  that  every  part  of  any  external  wall  of  such  build- 
ing or  structure,  or  of  the  external  fence  or  boundary  of 
such  forecouit  or  space,  shall  be  at  a  distance  in  every 
direction  from  the  centre  of  the  roadway  of  such  street  or 
way  not  less  than  the  distance  so  permitted,  and  shall  be 
in  accordance  with  such  conditions  and  terms  (if  any)  as 
the  Council  or  the  tribunal  of  appeal  may  have  prescribed. 
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15 — In  f^ny  case  where — 

1.  Tlie  Council  under  this  Part  of  this  Act  make   it  a 

condition  of  their  sanction  to — 

(a)  the  formation  or  hiying  out  of  any  street 
for  carriage  traffic  over  land,  which,  either 
at  the   commencement  of  this  Act   or  at 
any  time  within  seven  years  previously, 
has  or  shall  have  been  occupied  Ly  build- 
ings or  by  market  gardens  ;  or 
(h)  the  adaptation  or  use  for  carriage  traffic  of 
any  street  or  way  not  previously  so  adajjted 
or  nsed 
that  the  street  or  way  shall  be  througlioiit  or  in 
any  part  of  a  greater  width  than  forty  feet ;  or 

2,  The  Council  determine  that  the  piescrihed  distance 

from  the  centre  of  the  ruadway  shall  be  greater 

than  twenty  feet ; 
the  Council  shall  be  liable  to  j)ay  to  the  owner  of  land  or 
buildings  required  for  such  greater  width  or  such  greater 
prescribed  distance  compensation  for  the  loss  or  injury  (if 
any)  sustained  by  him  by  such  requirement.  The  amount 
of  such  compensation,  if  not  agresd  within  two  months 
from  tlie  time  of  such  condition  being  made  or  determina- 
tion arrived  at,  n\&.y  (unless  the  Council  waive  the  con- 
dition or  determination)  be  recovered  in  a  summary  manner 
except  where  the  amount  of  compensation  exceeds  fifty 
pounds,  in  which  case  the  amount  thereof  shall  he  settled 
by  arbitration  according  to  the  provisions  contained  in 
the  Lands  Clauses  Acts,  which  are  applicable  where  ques- 
tions of  disputed  compensation  are  aiithorised  or  required 
to  be  settled  by  arbitration,  and  for  tliat  purpose  those 
Acts  so  far  as  applicable  shall  be  deemed  to  be  incorpo- 
rated with  this  Act  ; 

Pro\  ided  always  that  within  two  months  from  the  time 
of  such  condition  or  determination  being  made  or  arrived 
at,  if  the  amount  of  such  compensation  has  not  been  settled 
before  the  expiration  of  such  time,  it  shall  be  lawful  for 
the  Council  to  waive  such  condition  or  determination. 
Provided  also  that  if  the  Council  waive  such  condition  or 
determination  they  shall  pay  to  the  owner  the  reasonable 
costs,  charges  and  expenses  incurred  by  him  in  conse- 
quence of  such  condition  or  determination,  and  in  con- 
nection with  the  negotiations  for  the  settlement  of  the 
amount  of  compensation  : 
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For  the  jiurpose  of  this  section  the  expression  "  OAvner  " 
has  the  same  meaning  as  in  the  Lands  Clauses  Acts. 

16 — Where  after  the  commencement  of  this  Act — 
(i.)  Any  new  buikling  or  structure  is  erected  or  com- 
menced in  such  a  manner  that — 

(a)  any  part  of  any  external  wall  of  any  such 

building  or  structure  ;  or 
if  there  be  between  such  external  wall  and  the 
roadway  any  forecourt  or  other  sjDace — 

(b)  any  part  of  the  external  fence  or  boundary 

of  such  forecourt  or  space 
is  or  will  be  in  any  direction  distant  from  the 
centre  of  the  roadway  of  any  way  (not  being  a 
highway)  less  than  the  prescribed  distance,  or 
less  than  such  other  distance  as  may  have  been 
sanctioned  by  the  Council  or  the  tribunal  of 
appeal ;  or 

(ii.)  Any  conditions  or  terms  subject  to  which  the  sanc- 
tion of  the  Council  or  the  tribunal  of  appeal  in 
relation  to  any  such  building,  structure,  forecourt 
or  space  was  obtained  have  not  been  complied 
with ;  or 

(iii.)  The  time  during  which  such  sanction  was  limited 
to  continue  has  expired  ; 
the  way  shall  not  become  a  highway  except  subject  to  the 
following  provisions : — 

(i.)  A  written  notice  shall  be  served  upon  the  Council  of 
the  proposal  to  make  the  way  a  public  highway ; 

(ii.)  The  Council  may  at  any  time^within  two  months 
after  the  receipt  of  such  notice  serve  a  notice 
upon  the  owner  of  such  building,  structure,  fore- 
court or  space,  or  the  builder,  requiring  him  to 
cause  the  same  or  any  part  thereof  to  be  set  back 
so  that  every  part  of  any  external  wall  of  such 
building  or  structure,  or  of  the  external  fence  or 
boundary  of  such  forecourt  or  space,  shall  be  in 
every  direction  at  a  distance  not  less  than  the 
prescribed  distance  from  the  centre  of  the  road- 
way of  such  way,  or  at  such  distance  and  accord- 
ing to  such  conditions  and  terms  (if  any)  as  the 
Council  or  the  tribunal  of  apjieal  may  have  sanc- 
tioned and  prescribed ; 


As  to  erec- 
tiun  of 
buildings  at 
less  thai) 
prescribed 
distinco  from 
centre  of 
ways  not 
being  high- 
ways. 
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to  be  printed 
and  supplied. 


Appeal. 


As  to  private 
roads  laid 
out  by  a 
i-aihvay 
company. 


(iii.)  Unless  and  until  such  first-mentioned  notice  has 
been  given  to  the    Council  and    such  last-men- 
tioned notice   (if  anj^)  has  been  complied  with 
the  way  shall  not  become  a  highway  : 
Provided  that  this  section  shall  not  affect  the  erection 
or  extension  of  any  building  or  structure  within  the  limits 
of  any  area  which  may  have  been  lawfully  occupied  by 
any  building  or  structure  at  any  time  w'ithin  two  years 
before  the  twenty-second  day  of  July,  one  thousand  eight 
hundred  and  seventy-eight,  or  the  erection  or  extension 
of  any  building  or  structure  lawfully  in  course  of  erection 
or  extension  on  the  said  twenty-second  day  of  July. 

17 — The  Council  may  sanction  the  erection  of  any  new 
building  or  structure  at  any  less  distance  than  the  pre- 
scribed distance  from  the  centre  of  the  roadway  of  any 
way  (not  being  a  highway),  to  be  specified  in  such  sanc- 
tion, or  the  continuance  of  any  new  building  or  new 
structure  erected  at  such  less  distance,  or  the  continuance 
thereof  for  a  limited  time  only  to  be  specified  in  such 
sanction,  in  such  cases  and  subject  to  such  terms  and  con- 
ditions (if  any)  as  they  may  think  proper.  And  any  such 
sanction  may  be  framed  in  such  manner  as  to  apply  to  all 
new  buildings  in  any  such  way  or  any  part  thereof.  Pro- 
vided that  the  giving  of  8uch  sanction  by  the  Council 
shall  not  in  any  manner  affect  any  rights  of  the  owners  of 
adjoining  laud. 

18— Copies  of  the  printed  regulations  of  the  Council 
issued  for  the  purposes  of  this  Part  of  this  Act  shall  be 
kept  at  the  county  hall  and  supplied  at  all  reasonable 
times  without  charge  to  any  applicants  for  the  same. 

19 — Whenever  any  applicant,  under  Part  II.  of  this 
Act,  for  the  sanction  of  the  Council  to  the  formation  or 
laying  out  of  a  street,  or  the  ada})tation  of  a  !>treet  or  way 
for  carriage  or  foot  traftic,  or  for  the  certificate  of  a  district 
surveyor,  is  dissatisfied  with  the  refusal  or  conditional 
grant  of  such  sanction,  or  with  any  condition  imposed  by 
the  Council,  or  with  the  refusal  of  such  certificate  as 
aforesaid,  he  may  appeal  to  the  tribunal  of  a2)2:)eal. 

20 — Nothing  in  this  Part  of  this  Act  shall  extend  or 
apply  to  any  private  road  formed  or  laid  out  liy  a  railway 
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company,  and  used  as  an  approach  to  a  station  or  station 
yard,  or  as  an  approach  to  land  used  for  railway  purposes. 

21 — Notwithstanding  anything  in  this  Act,  any  build-   Kx-'miitin;; 
ings  to  be  erected  upon  any  lands  now  belonging  to  the  sch<).'.i' mo  ird 
School  Board  for  London,  or  over  which  they  have  powers  ijuiuiiug-s. 
of  compulsory  purchase,  or  may  acquire  such  powers  in 
the  present  session  of  Parliament,  may  be  erected   in  ac- 
cordance with  the  provisions  of  any  Act  in  force  imme- 
diately before  the  passing  of  this  Act. 

Part  III. 
LINES   OF   BUILDING    FEONTAGE. 

22 — 1-  No   building   or   structure    shall,    without   the   Modccf 
consent  in  writing  of  the  Council,  be  erected  beyond  the   with^-I^gaM 
general  line  of  buildings  in  any  street  or  part  of  a  street,   *»  buiiiii..;;^ 
place,  or  row  of  houses,  in  which  the  same  is  situate,  in  Jf  sueet.'"* 
case  the  distance  of  such  line  of  buildings  from  the  high- 
way does  not  exceed  50   feet,   or  within  50  feet   of  the 
highway,    when    the   distance   of  the   line   of  buildings 
therefrom  amounts  to  or  exceeds  50  feet,  notwithstanding 
there  being  gardens  or  vacant  spaces  between  the  line  of 
buildings  and  the  highway.     Such  general  line  of  build- 
ings shall,  if  required,  be  defined  by  the  superintending 
architect  by    a   certificate,  such    certificate  to  be  issued 
within    one    month   from    the    date    of    the   application 
therefiu-. 

2.  This  section  shall  not  apply  to  any  building  or 
structure  erected  after  the  commencement  of  this  Act 
upon  laud  which  either  at  the  commencement  of  this  Act, 
or  at  any  time  within  seven  years  previously  has  or  shall 
have  been  lawfully  occupied  by  a  building  or  structure-. 

23 — 1-  In  case  any  building  or  structure  which  shall   Uuii.iinsca 
in  any  part   thereof  project   be\ond   the  general  line  of  {J[!j^,^j"^ 
buildings  in  a  street,  or  be\  ond  the  front  of  the  building,   gem rai  iin> 
Wall  or  railing  on  either  side  thereof,  shall  at  any  time   dow"  t',',  be' 
be  taken  down    to  an  extent  exceeding  one-half  of  the  ^"  '''"^^''• 
cubical  extent  of  such  building  or  structure,  or  shall  be 
destoyed  by  fire  or  other  casualty,  or  demolished,  pulled 
down   or   removed  from    any  other  cause  to    the  extent 
aforesaid,  it  shall  be  lawful  for  the  Council  to  require  the 

E 
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same  building  or  stiuctnre,  or  any  new  biailding  or  strnc- 
ture  proposed  to  T)e  erected  on  the  site  or  any  part  of  the 
site  thereof,  to  be  set  back  to  such  a  line  and  in  snch  a 
manner  as  the  Council  shall  direct. 

2.  The  Council  shall  make  compensation  to  the  owner 
of  such  building  for  any  damage  and  expenses  which  he 
may  sustain  and  incur  thereby,  and  the  amount  of  such 
compensation,  if  not  agreed  between  the  Council  and  the 
parties  concerned,  shall  be  recovered  in  a  summary  manner, 
except  where  the  amount  of  compensation  claimed  exceeds 
fifty  pounds,  in  which  case  the  amount  thereof  shall  be 
settled  by  arbitration  according  to  the  provisions  contained 
in  the  Lands  Clauses  Acts,  which  are  applicable  wht  re 
questions  of  disputed  compensation  are  authorised  or  re- 
fjuired  to  be  settled  by  arbitration,  and  for  that  purpose 
those  Acts  so  far  as  applicable  shall  be  deemed  to  be 
incorporated  with  this  Act.  For  the  purpose  of  this 
section  the  expression  "owner"  has  the  same  meaning  as 
in  the  Lands  Clauses  Acts. 

is'otices  of  24 — The  superintending  architect  shall,  within  four- 

gonerariim^.  teen  days  after  the  i.^sue  of  the  certificate  defining  the 
general  line  of  buildings  in  any  street  or  part  of  a  street, 
place  or  row  of  houses,  cause  a  notice  of  his  certificate  to  be 
served  on  the  local  authority,  and  on  the  owner  of  the  build- 
ing or  land  to  which  the  certificate  relates,  and  on  the  owner 
of  the  houses  in  the  same  bkick  or  row  within  a  distance 
not  exceeding  fifty  yards  on  either  side  of  the  building  or 
land  to  which  the  certificate  relates,  or,  where  there  is  no 
such  ])lock  or  row,  upon  the  owner  of  the  adjoining  land 
on  either  side  of  the  building  or  land  to  which  the  cer- 
tificate relates.  Certificates  made  by  the  superintending 
architect  under  this  Pait  of  this  Act  shall  be  preserved  by 
the  Council,  and  be  open  to  inspection  at  all  reasonable 
times  by  all  persons  desiring  to  insjiect  the  same. 

Appai_  25 — The  local  authority,  or  any  person  deeming  to  be 

i'ito'te  IT'     aggrieved  by  the  certificate  of  the  superintending  architect, 
I"'*:!' '*'! ['^     may  appeal  to  the  tribunal  of  appeal. 

26^Iii  giving    their  ccmsent   for  the  erection  of  any 
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and  such  conditions  may  include  any  or  all  of  tlio  con- 
ditions fullowiug,  viz.  : — 

1.  Tlaat  land  in  front  of  the  building  or  structure   to 

such  an  extent  as  the  Council  may  think  proper 
shall  be  dedicated  to  and  left  open  for  the  use  of 
the  public. 

2.  That  the   building  or  structure  shall  be  used  only 

for  such  purposes  as  may  be  specified  in  the 
consent,  or  shall  not  be  used  for  any  particular 
purj?  ises  specified  in  the  consent,  unless  with 
the  further  consent  of  the  Council,  obtained  when 
a  change  of  purpose  is  desired. 
And  generally  any  other  condition  which  the  Council 
may  deem  it  expedient  to  impose  in  the  public  interest. 

27 — The  consent  by  the  Council  to  the  erection  of  any 
building  or  structure  beyond  the  general  line  of  buildings 
in  any  part  of  a  street,  or  the  erection  of  such  building  or 
structure,  shall  not  be  deemed  to  affect  or  alter  in  that  or 
any  other  part  of  the  street  the  general  line  of  buildings 
as  existing  at  the  time  of  such  consent. 


Consent  not 
ti)  affect  rest 
of  general 
line. 


28 — The  Council  shall  keep  a  register  of  all  conditional 
consents  given  by  them  under  this  part  of  this  Act,  and 
shall  keep  the  same  open  for  inspection  by  all  persons 
interested  at  all  reasonable  times. 

29 — The  superintending  architect  shall,  if  required  by 
the  Council,  the  local  authority,  or  any  person  interested 
for  the  purposes  of  this  Part  of  this  Act,  determine  in  any 
case  in  what  street  or  streets  a  building  or  structure  is 
situate,  such  determination  to  be  evidenced  by  his  cer- 
tificate. Any  person  aggrieved  by  such  certificate  may 
appeal  to  the  tribunal  of  appeal. 

30— This  Part  of  this  Act  shall  not  apply  within  the 
City. 

31— ^''othing  in  this  Part  of  this  Act  shall  affect  the 
exercise  of  any  powers  conferred  upon  any  railway 
company  by  any  special  Act  of  Parliament  for  railway 
purposes. 
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Part  IV. 

NAMING  AND  NUMBERING  OF   STREETS. 

Notice  f.f  32 — Before  any  name  is  given  to  any  street,  notice  of 

st'ieit*™'^  ^'^  ^1^^  intended  name  shall  be  given  to  the  Council,  and  the 
Council  may  by  notice  in  writing,  given  to  the  person  by 
whom  notice  of  sixch  intended  name  has  been  given  to 
them,  at  any  time  within  one  month  after  receipt  of  such 
notice,  object  to  such  intended  name ;  and  it  shall  not  be 
lawful  to  set  up  any  name  to  any  street  in  London  until 
the  expiration  of  one  month  after  notice  thereof  has  been 
given  as  aforesaid  to  the  Council,  or  to  set  up  any  name 
objected  to  as  aforesaid. 

Affixing  33 — The  local  authority  shall  and  may  cause  the  name 

Itn'etl  u-  *^'-^  every  street  to  be  painted  or  affixed  on  a  conspicuous 
i..cai  uut'ho-  part  of  some  liouso  or  building  at  or  near  each  end  or 
'^''•^'  entrance  to  such  street,  or  some  other  convenient  jiart  of 

the  street,  and  shall  renew  such  name  whenever  it  may  be 

obliterated  or  defaced. 

Altering  34 — Tho  Council  may  by  order  alter  the  name  of  anj'- 

"tiecas"^         street  to  any  other  name  which  to  the  Council  may  seem  fit. 

Notice  of  35 — OiiG  month  before  making  an  order  altering  the 

altering  name  of  a  street,  the  Council  shall  notify  their  intention 

names  01  '  .  iii  i- 

streets.  of  making  such  alteration  to  the  local  authority,  and  shall 

also  cause  notice  of  their  intention  to  bo  posted  at  each 
end  of  the  street,  or  in  some  conspicuous  position  in  the 
street,  or,  at  the  option  of  the  Council,  to  be  notified  by 
circular  delivered  at  every  house  in  the  street. 

Every  such  notice  shall  state  that  the  order  altering  the 
name  of  the  street  may  be  issued  on  or  after  a  day  to  be 
therein  named,  if  no  objection  in  writing  to  the  proposed 
alteration  l>e  given  to  the  Council. 


houses 


Numbering  36 — !•  '^^^    Council    may  order    that    any  houses    or 

buildings  in  any  street,  or  way,  or  any  part  thereof,  shall 
for  tho  purpose  of  distinguishing  the  same,  bo  marked 
with  such  numbers  as  they  shall  deem  convenient  for  that 
j)urpose,  and  which  they  shall  specify  in  their  order  in 
that  behalf. 
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2.  Whenever  tlie  Council  have  made  any  such  order 
they  shall  transmit  a  copy  thereof  to  the  local  antliority, 
and  it  shall  be  the  duty  of  the  local  authority  to  perform 
all  necessary  acts,  and  to  take  all  requisite  })i  oceedings  for 
carrying  the  order  of  the  Council  into  execution. 

3.  The  local  authority  shall  give  notice  to  the  owners 
or  occupiers  of  the  hoiises  and  buildings  in  such  street  or 
way  to  mark  their  several  houses  and  buildings  with  such 
numbers  as  the  Council  shall  have  ordered,  and  to  renew 
the  numbers  of  such  houses  or  buildings  as  often  as  they 
are  obliterated  or  defaced. 

4.  If  any  occupier  of  any  such  house  or  building 
neglect  for  one  week  after  notice  from  the  local  authority 
to  mark  such  house  or  building  with  such  number  as 
shall  be  mentioned  and  required  in  such  notice,  the  local 
authority  may  and  shall  cause  such  number  to  be  so 
marked  or  renewed,  and  recover  the  expenses  thereof 
from  the  owner  or  occupier  of  such  house  or  building  in 
a  summary  manner. 

37 — Whenever  the  Council  have  transmitted  a  copy  of 
any  order  made  by  them  in  pursuance  of  the  provisions 
of  this  Part  of  this  Act  to  any  local  authority,  and  such 
local  authority  have  for  the  space  of  three  months  after 
the  receipt  of  such  order  failed  to  perform  all  or  any  of 
the  neces.-ary  acts,  or  to  take  all  or  any  of  the  requisite 
proceedings  for  carrying  such  order  into  execution,  then, 
and  in  every  such  case  the  Council  may  perform  all  or 
any  of  such  necessary  acts,  or  take  all  or  any  of  such 
necessary  proceedings  which  the  local  authority  have 
failed  to  perform  or  take,  and  the  Council  may  exercise 
all  the  rights,  powers,  authorities  and  jurisdiction  of  a 
local  authority  with  respect  thereto,  including  the 
recovery  of  expenses  from  owners  of  houses  and  buildings. 

38 — The  Council  shall  keep  a  register  of  all  alterations 
made  by  them  in  the  names  of  streets  and  in  tlie  numbers 
of  the  houses  therein,  and  such  register  shall  be  kept  in 
such  form  as  to  show  the  date  of  every  such  alteiation, 
and  the  name  of  the  street  previous  to  such  altei'ation  as 
well  as  the  new  name  thereof.  It  shall  be  lawful  for  any 
person  to  inspect  such  register,  and  to  take  a  copy  of  any 
portion  thereof,  upon  payment  of  such  reasonable  fee  as 
the  Council  may  from  time  to  time  determine. 
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Part  V. 

OPEN  SPACES  ABOUT  BUILDINGS  AND  HEIGHT 
OF  BUILDINGS. 

39 — Por  the  purposes  of  this  Part  of  this  Act  the  ex- 
pression "  domestic  buikling,"  shall  not  include  any 
buildings  used  or  constructed,  or  adapted  to  he  used 
wholly  or  principally  as  offices  or  counting-houses. 

40 — III  the  case  of  dome-stic  buildings  erected  after  the 
commencement  of  this  Act  which  shall  have  a  habitable 
basement,  there  shall  for  the  purpose  of  giving  light  and 
air  to  such  basement  be  provided  in  the  rear  of  the 
building  and  exclusively  belonging  thereto,  an  open 
space  of  an  aggregate  extent  of  not  less  than  one  him- 
dred  square  feet  free  from  any  erection  thereon  above  the 
level  of  the  adjoining  pavement,  which  open  space,  not- 
withstanding anything  hereinafter  contained,  need  not 
necessarily  adjoin  the  rear  boundary  of  the  premises. 

41 — !•  With  respect  to  domestic  buildings  erected 
after  the  commencement  of  this  Act,  and  abutting  upon  a 
street  formed  or  laid  out  after  the  commencement  of  this 
Act,  the  following  provisions  shall  have  efiect : — 

(i.)  There  shall  be  provided  in  the  rear  of  every  such 
buikling  an  open  space  exclusively  belonging  to 
such  building,  and  of  an  aggregate  extent  of  not 
less  than  one  hundred  and  tilty  square  feet ; 

Where  there  is  a  basement  storey  directly  and 
sufficiently  lighted  and  ventilated  by  the  open 
space  provided  under  the  preceding  section, 
irrespective  of  any  use  to  whicli  the  ground 
storey  is  appropriated,  or  where  there  is  no  such 
basement  storey,  but  where  the  ground  storey  is 
not  constructed  or  adapted  to  be  inhabited,  the 
open  space  required  by  this  section  may  be  pro- 
vided above  the  level  of  the  ceiling  of  the  ground 
storey,  or  a  level  of  sixteen  feet,  exclusive  of 
lantern  lights,  measured  from  the  level  of  the 
adjoining  pavement ; 

In  all  other  cases  the  open  space  shall  be  free 
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from  any  erection  thereon  above  the  level  of  the 
adjoining  pavement,  except  a  water-closet,  earth- 
closet  or  privy,  and  a  recejitacle  for  ashes,  and 
enclosing  walls,  none  of  which  erections  shall 
exceed  nine  feet  in  height  ; 
(ii.)  Snch  open  space  shall  extend  throughout  the  entire 
width  of  such  building,  and  to  a  depth  iu  every 
part  of  at  least  ten  feet  from  such  building ; 
(iii.)  The  height  of  any  such  building  in  relation  to  the 
space  required  in  the  rear  thereof  ^-hall  be  fixed 
and  ascertained  as  follows  : — 

(a)  An  imaginary  line  (hereafter  referred  to 
as  "  the  horizontal  line,")  shall  be  drawn 
at  right  angles  to  the  roadway  foimed,  or 
to  be  formed  iu  front  of  the  building,  and 
through  or  directly  over  a  point  in  front 
of  the  centre  of  the  face  of  the  building  ; 
(h)  The  horizontal  line  shall  be  produced  to 
intersect  the  boundary  of  the  open  space 
furthest  from  the  said  roadway; 

(c)  The     horizontal     line     shall     be     drawn 

throughout  at  the  level  of  the  pavement 
foimed  or  to  be  formed  in  front  of  the 
centre  of  the  building,  unless  the  site  of 
the  building  incline  towards  the  roadway 
or  site  of  the  roadway,  in  which  case  the 
horizontal  line  shall  be  di-awn  directly 
over  the  said  point  in  front  of  the  centre 
of  the  face  of  the  building  at  the  level 
throughout  of  the  gmund,  at  the  boundary 
of  the  space  furthest  from  such  roadway 
where  such  boundary  is  intersected  by 
the  horizontal  line ; 

(d)  A  second  imaginary  line  (in  this  Part  of 
this  Act  called  "the  diagonal  line") 
sliall  bo  drawn  in  the  direction  of  the 
building  above  and  in  the  same  vertical 
piano  with  the  horizontal  line,  and  in- 
clined thereto  at  an  angle  of  sixty-three 
and  a  half  degrees,  and  meeting  the 
horizontal  line  where  it  intersects  the 
boundary  of  the  space  furthest  removed 
from  such  roadway  ; 
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(e)  No  part  of  such  Lnilding  shall  extend 
above  the  diagonal  line  exce])t  chimneys, 
dormers,  gahles,  turrets  or  other  archi- 
tectural ornaments,  aggregating  in  all  to 
not  more  than  one-third  of  the  width  of 
the  rear  elevation  of  such  building,  and 
except  any  building  which  under  the 
provisions  of  this  section  is  permitted  ou 
the  open  space ; 

(/)  When  the  pavement  in  front  of  a  building 
is  not  all  on  one  level,  then  for  the  pur- 
pose of  compliance  with  this  section  the 
mean  level  of  such  pavement  shall  be 
deemed  to  be  the  level  thereof.  And 
where  the  boundary  of  the  space  at  the 
rear  of  such  building  is  not  parallel  with 
the  rear  wall  of  the  building,  then  for  the 
purpose  of  this  section  the  horizontal  lino 
shall  be  diawn  to  a  point  distant  from 
siich  rear  wall,  the  mean  distance  from 
such  wall  of  the  boimdary  of  the  space  at 
the  rear  of  such  biiilding,  whether  such 
point  be  beyond  the  said  boundary  or  not ; 

(r/)  When  the  bound aiy  of  the  space  at  the 
rear  of  any  such  building  shall  be  so 
irregular  in  shape  that  a  doubt  arises  as 
to  how  the  measurement  shall  be  taken, 
application  shall  be  made  to  the  Council, 
and  the  ajiplicant  if  dissatisfied  with  the 
determination  of  the  Council  may  appeal 
to  the  tribunal  of  ajipeal. 

(/()  Wlien  the  land  at  the  rear  of  any  such 
building  and  exclusively  belonging  thereto 
abuts  immediately  upon  a  street,  or  ixpon 
an  open  space  which  is  dedicated  to  the 
public,  or  the  maintenance  of  which  as  an 
open  space  is  secured  permanently  or  to 
the  satisfaction  of  the  Council  by  covenant 
or  otherwise,  the  horizontal  line  shall  be 
produced  and  the  diagonal  line  may  be 
drawn  from  the  horizontal  line  at  the 
centre  of  the  roadway  of  such  street  at 
the  level  of  the  surface  thereof,  or  at  the 
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further  boundary  of  such  open  space,  and 
it  shall  not  be  ne(;essary  to  provide  any 
open  space  at  the  rear  of  such  building  : 
(iv.)  The  Council  may — 

(a)  In    the   case    of  a   biiilding   at   a    corner 
abutting  upon  two  streets  ; 

(b)  In   the    case   of    a   building   at   a   corner 

abutting  on  one  side  upon  a  street,  and  on 
another  side  upon  an  open  space  not  less 
than  forty  feet  wide  at  any  part,  the  main- 
tenance of  which  as  an  open  space  is  secured 
permanently,  or  to  the  satisfaction  of  the 
Council  by  covenant  or  otherwise  ; 
permit  the  erection  of  buildings  not  exceeding 
thirty  feet  in  height,  upon  such  part  of  the  space 
in  the  rear  as  they  may  think  fit,  provided  that 
the  Council  be  satisfied  that  such  buildings  shall 
be  so  placed  as  not  to  interfere  unduly  with  the 
access  of  light  and  air  to  neighbouring  buildings  ; 
When    the    Council    refuse    any    application 
under  this  sub-section  for  permission  to  erect  a 
building   not   exceeding    thirty    feet   in    height 
upon    the    space   at   the   rear,    the   applicant    if 
dissatisfied     with     the    determination     of     the 
Council  may  appeal  to  the  tribunal  of  appeal : 
(v.)  In  the  case  of  buildings  at  a  corner  as  hereinbefore 
described,  nothing  in  this  Part  as  to  the  deter- 
mination  of  height   by  the  diagonal  line  shall 
prevent  the  return  front  of  such  buiMings  being 
carried  up  to  the  full  height  of  the  front  elevation 
for   a    distance   of  forty   feet,   or   for   such   less 
liistance  as  the  requirements  for  open  space  at 
the  rear  may  demand  : 
(vi.)  In  exceptional  cases  where,  owing  to  the  irregular 
shape  of  the  land,  any  of  the  preceding  provisions 
of  this   section  cannot  be  applied,  the   Council 
may  allow  such  modifications  as  they  may  think 
fit,  provided  the  Council  be  satisfied  that  such 
modifications  shall  not  interfere  with    the   due 
access  of  light  or  air  ;  and  all  peisons  interested, 
dissatisfied     with     any    determination     of    the 
Council  under  this  sub-section,  may  appeal  to  the 
tribunal  of  appeal. 
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2.  With  respect  to  domestic  buildings,  erected  after  the 
commencement  of  this  Act,  abutting  upon  a  street  formed 
or  laid  out  before  the  commencement  of  this  Act,  the 
provisions  of  this  section  shall  apply  with  this  modifica- 
tion, that  the  horizontal  line  shall  be  drawn  throughout 
at  a  level  of  sixteen  feet  above  the  level  of  the  adjoining 
pavement,  and  that  in  any  such  case  (except  in  the  case 
of  dwelling  houses  to  be  inhabited  or  adapted  to  be 
inhabited  by  persons  of  the  working  class)  tlie  open  space 
to  be  provided  in  accordance  with  paragraplis  (i.)  and  (ii.) 
of  sub-section  1  of  this  section  may  be  provided  above  the 
level  of  the  ceiling  of  the  ground  storey,  or  above  a  level 
of  sixteen  feet  (exclusive  of  lantern-lights)  above  the 
level  of  the  adjoining  pavement. 

Provided  always  that  notwithstanding  the  preceding 
provisions  of  this  Part  of  this  Act,  any  part  of  any 
domestic  building  may  extend  above  the  diagonal  line, 
i:)rovided  that  the  Council  or  tribunal  of  appeal  shall  be 
satisfied  that  an  open  cubic  space  of  air  will  be  provided 
at  the  rear  of  such  building  equivalent  to  the  open  cubic 
space  which  would  have  been  provided  at  the  rear  of  such 
building  if  such  diagonal  line  had  been  drawn  from  the 
ground  level  in  manner  provided  in  sub-section  1  (iii)  of 
this  section,  and  if  no  part  of  such  building  (except  as 
jjermitted  under  the  preceding  ])ruvi>ions  of  this  section) 
had  extended  above  such  diagonal  line,  'i'he  applicant  if 
dissatisfied  with  the  determination  of  the  Council  may 
appeal  to  the  trilmnal  of  appeal. 

IS"othing  in  this  section  shall  apply  to  houses  abutting 
in  the  rear  on  the  L'iver  Thames,  or  on  a  public  park,  or 
on  an  open  space  of  not  less  than  eighty  feet  in  depth 
which  is  dedicated  to  the  public,  or  the  maintenance  of 
which  as  an  open  space  is  secured  permanently  or  to  the 
satisfaction  of  the  Council  by  covenant  or  otherwise. 

42 — The  following  provisions  shall  have  effect  with 
respect  to  dwelling-houses  to  be  inhabited  or  adapted  to 
be  inhabited  by  persons  of  the  working  class,  erected 
after  the  commencement  of  this  Act,  not  abutting  upon  a 
street : — 

(i.)  At  least  one  month  before  commencing  to  erect  any 
such  dwelling-house,  the  person  intending  to 
erect  the  same  shall  deliver  at  the  county  hall 
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a  sufficient  plan  or  plans  exhibiting  the  extent 
and  height  of  the  intended  dwellirg-house  in  its 
several  parts,  and  also  its  position  in  relation  to 
every  other  building,  either  already  existing  or  in 
course  of  erection,  which  is  adjacent  thereto  : 

(ii.)  In  anj^  case  where  the  Council  are  satisfied,  taking 
all  the  circumstances  of  the  case  into  considera- 
tion, that  there  will  not  be  provided  about  such 
dwelling-house  a  sufficient  open  space  or  spaces 
for  the  admission  of  light  and  air  thereto,  it  shall 
be  lawful  for  the  Council  at  any  time  before  the 
expiration  of  one  month  from  the  delivery  of  the 
said  plan  or  plans,  by  order  to  refuse  to  sanction 
such  plan  or  plans,  or  to  sanction  the  same 
subject  to  such  conditions  as  they  may  by  such 
order  prescribe.  Provided  always  that  nothing 
in  this  sub-section  shall  authorise  the  Council  to 
refuse  to  sanction  such  plan  or  plans,  or  to  pre- 
scribe any  conditions  v/hen  sanctioning  the  same, 
in  any  case  where  the  open  space  or  spaces  for 
the  admission  of  light  and  air  proposed  to  be 
provided  about  such  dwelling-house  is,  or  are, 
equivalent  to  the  open  space  or  spaces  which 
would  have  been  provided  about  such  dwelling- 
house  under  the  provisions  of  this  Act,  in  case 
the  same  had  been  erected  after  the  commence- 
ment of  this  Act,  abutting  upon  a  street  or  way 
formed  or  laid  out  before  the  commencement  of 
this  Act : 

(iii.)  No  person  shall  commence  to  erect  any  such 
dwelling-house  without  having  obtained  the  sanc- 
tion of  the  Council  to  the  plans  delivered  by  him  : 

(iv.)  Unless  the  Council  shall,  within  one  month  after 
the  delivery  of  the  said  plan  or  plans  to  them,  give 
notice  to  the  person  delivering  the  f~arae  of  their 
disapproval  thereof,  the  Council  shall  be  deemed 
to  have  given  their  sanction  thereto : 

(v.)  In  case  any  person  intending  to  erect  any  such 
dwelling-house  considers  that  the  refusal  of  the 
Council  to  sanction  the  plans  delivered  by  him, 
or  any  of  the  conditions  prescribed  by  the 
Council  is  or  are  unreasonable,  he  may  appeal  to 
the  tribunal  of  appeal. 
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Saving  for  43 — "When    any   person    intends  to   erect    a    domestio 

nriuin  'bnildin";  (not  beinc;  a  dwelling-honse  to  Le  inhabited  or 

buildings  on    adapted  to  be  inhabited  by  persons  of  the  workiiii!;  chiss) 

old  .-ius.         abutting  npon  a  street  on  the  fcite  of  domestic  buiklings 

existing  at  the  commencement  of  this  Act,  or  on  a  site 

vacant  at  the  commencement  of  this  Act,  but  wliich  has 

l)een  occupied  by  a  domestic  buikling  at  any  time  within 

seven  years  previous  to  the  commencement  of  this  Act,  the 

following  provisions  shall  have  effect  : — ■ 

(i.)  It  shall  be  lawful  for  such  person,  before  commenc- 
ing to  erect  the  intended  domestic  building,  to 
cause  to  be  prepared  plans  showing  the  extent  of 
the  previously  existing  domestic  building  in  its 
several  parts  (or  in  the  event  of  such  building 
having  been  taken  down  before  the  commence- 
ment of  this  Act,  or  having  been  accidentally 
destroyed,  the  best  plans  available  under  all  the 
circumstances  of  the  case),  and  to  cause  such 
plans  to  be  submitted  to  the  district  surveyor, 
who  shall  (if  reasonably  satisfied  with  the  evi- 
dence of  their  accuracy)  certify  the  same  under 
his  hand,  and  such  certificate  shall  be  taken  to 
be  conclusive  evidence  of  the  correctness  of  the 
jjlans ; 

Such  person  may  then  erect  the  intended 
domestic  building,  but  so  that  no  more  land  shall 
be  occupied  by  the  newly  erected  building  than 
was  occupied  by  the  previously  existing  domestic 
building  as  so  certified.  If  such  person  fail  to 
submit  such  plans  to  the  district  surveyor,  or  the 
district  surveyor  or  the  tribunal  of  appeal  lefuse 
to  certify  the  accuracy  of  the  same,  such  person 
shall  in  rebuilding  be  bound  by  the  preceding 
provisitms  of  this  Part  of  this  Act  relating  to 
domestic  buildings  ererted  after  the  commence- 
ment of  tliis  Act,  abutting  Tipon  a  street  formed 
or  laid  out  before  tliat  date  : 
(ii.)  If  a  person  erecting  the  intended  domestic  building 
shall  desire  to  deviate  in  any  respect  from  the 
plan  or  plans  certified  by  the  district  surveyor,  it 
shall  be  lawful  for  him  to  apply  to  the  Council, 
who  shall  sanction  such  deviations  on  such  con- 
ditions as  they  may  think  fit,  provided  that  such 


LOXDOX  BUILDIXG   ACT,   1894.  6l 

conditions  shall  not  in  any  case  be  more  onerous 
than  the  conditions  prescribed  for  domestic 
buildings  erected  after  the  commencement  of  this 
Act,  abutting  on  a  street  formed  or  laid  out 
before  that  date : 
(iii.)  A  i^erson  dissatisfied  with  any  decision  of  the 
Council  or  of  a  district  surveyor  under  this 
section  may  appeal  to  the  tribunal  of  appeal. 

44 — When  any  person  desires  to  re-ari'ange  a  cleared    Laying  out 
area  previously  occupied  in  whole  or  in  part  by  buildings,   str"fts..n 
hy  forming  or  laying  out  a  new  street  or  streets,  or  widen-   cleared  area, 
ing  a  street  or  streets,   he  may  make  ajiplication  to  the 
Coancil  with  such  plans  and  sections  as  may  be  required 
by  the  Council,  and  the  Council   may,  if  under  all  the 
circumstances  of  the  case  they  think  it  desirable,  modify 
or  relax  any  of  the  foregoing  provisions  of  this  Part    of 
this  Act,  subject  to  such  conditions  as  the  Council  may 
impose. 

Within  two  months  after  the  receipt  of  the  application, 
the  Council  shall  either  sanction  the  plans  and  sections  or 
give  notice  to  the  applicant  of  their  disapproval  thereof, 
stating  fully  all  their  reasons  for  such  disapproval. 

Pr(jvided  that  if  within  the  said  jDeriod  of  two  months 
the  Council  fail  to  give  notice  of  their  disapproval  of  any 
such  plan  or  section,  they  shall  be  deemed  to  have  given 
their  sanction  thereto. 

Any  applicant  dissatisfied  with  the  determination  of  the 
Council  may  appeal  to  the  tribunal  of  appeal. 

45 — Where  a  court  wholly  or  in  part  open  at  the  top  Courts 
but  enclosed  on  every  side,  and  constructed  or  used  for  building' 
admitting  light  or  air  to  a  domestic  building,  is  con- 
f^tructed  in  connection  with  such  domestic  building,  and 
the  depth  of  such  court  from  the  eaves  or  top  of  the 
parapet  to  the  ceiling  of  the  ground  storey  exceeds  the 
length  or  breadth  of  such  court,  adequate  provision  for 
the  ventilation  of  such  court  shall  be  made  and  main- 
tained b}'  the  owner  of  the  building  by  means  of  a 
communication  between  the  lower  end  of  the  court  and 
the  outer  air. 

No  habitable  room  not  having  a  window  directly 
opening  into  the  external  air,  otherwise  than  into  a  court 
enclosed  on  every  side,  shall  be  constructed  in  any  building, 


62  LONDON  BUILDING  ACT,  1894. 

unless  the  width  of  sncli  court  measured  from  such  window 
to  the  opposite  wall  shall  be  equal  to  half  the  height, 
measured  from  the  sill  of  such  window  to  tlie  eaves  or 
top  of  the  parapet  of  the  opposite  wall. 

Provided  that  a  court,  of  which  the  greater  dimension 
does  not  exceed  twice  the  less  dimension,  shall  he  held  to 
comply  with  this  section  if  a  court  of  the  same  area  hut 
square  in  shape  would  comply  therewith. 

No  habitable  room  above  the  level  of  the  ground  storey, 
not  having  a  window  directly  opening  into  the  external 
air  otherwise  than  into  a  court  open  on  one  side,  the 
depth  whereof,  measured  from  the  open  side,  exceeds  twice 
the  width,  shall  be  constructed  in  any  building  unless 
every  window  of  such  room  be  placed  not  nearer  to  the 
opposite  wall  of  such  court  or  to  any  other  building  than 
one-half  the  height  of  the  top  of  such  wall  or  building 
above  the  level  of  the  sill  of  such  window. 

46 — Iii  fiiiy  f'f^se  when  it  may  be  necessary  the  super- 
intending architect  shall  determine  which  is  the  front 
and  which  is  the  rear  of  a  building,  such  determination 
t(j  be  evidenced  by  his  certificate.  Any  person  dissatis- 
fied with  such  certificate  may  appeal  to  the  tribunal  of 
appeal. 

47 — A  biulding  (not  being  a  church  or  chapel)  shall 
not  be  erected  of,  or  be  subsequently  increased  to  a  greater 
height  than  eighty  feet  (exclussive  of  two  storeys  in  the 
roof  and  of  ornamental  towers,  tun-ets,  or  other  archi- 
tectural features  or  decorations)  without  the  consent  of 
the  Council. 

Provided  that  where  a  contract  shall  have  been  law- 
fully made  lu'eviously  to  the  passing  of  this  Act  for  the 
erection  or  increase  of  a  building  to  a  greater  height  than 
eighty  feet,  nothing  in  this  section  shall  prevent  the 
erection  or  increase  of  such  building  to  any  height  to 
which  it  might  have  been  lawfully  erected  or  increased 
immediately  before  the  passing  of  this  Act. 

This  section  shall  not  apjdy  to  the  rebuilding  to  the 
same  height  as  at  present  of  any  building  existing  at  the 
passing  of  this  Act  of  a  greater  height  than  eighty  feet. 

Provided  also  that  where  any  existing  buildings 
forming  part  of  a  continuous  block  or  row  of  bnildings 
exceed  the  height  prescribed  by  this  section,  nothing  in 
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tliis  section  sliall  prevent  any  other  building  in  the  same 
block  or  row,  belonging  at  the  date  of  the  passing  of  this 
Act  to  the  same  owner,  from  being  carried  to  a  height 
eqnal  to  but  not  exceeding  that  of  the  existing  buildings. 
Nothing  in  this  section  shall  affect  the  exercise  of  any 
powers  conferred  upon  any  railway  company  by  any 
special  Act  of  Parliament  for  railway  purposes. 

48 — 1-  Whenever  the  Council  consent  t  >  the  erection    Procedure 
of  any  building  of  a  greater  height  than  that  prescribed    greater 
by  this  Act,  notice  of  such  consent  shall,  within  one  week    ^j',''^'"', 
after  such  consent  has  been  given,  be  published  and  served 
in    such    manner  as  the    Cuuncil    may    direct,    and    the 
consent  shall  not  be  acted  on  until  twenty-one  days  after 
such  publication  or  service,  or  in  the  event  of  any  appeal 
again.Nt  such  consent,  until  after  the  determination  of  such 
appeal. 

2.  (a)  The  owner    or    lessee    of   any  building  or  land 

within  one  hundred  yards  of  the  site  of  any 
intended    building    who    may    deem    himself 
aggrieved  by  the    grant    of   such    consent  in 
rcf^pect  of  the  last-mentioned  building  ;  or 
(Jj)  Any    applicant    for    consent    which    has    been 
refused ; 
may  respectively  within  twenty-one  days  after  the  publica- 
tion of  notice  of  the  consent,  or  after  the  date  of  the  refusal 
(as  the  case  may  be),  appeal  to  the  tribunal  of  appeal. 

3.  Whenever  such  consent  has  been  refused  and  the 
applicant  to  whom  it  has  been  refused  intends  to  appeal 
against  such  refusal,  such  applicant  shall  give  notice 
within  twenty-one  daj^s  of  such  refusal,  in  such  manner 
as  the  Council  may  direct,  to  the  owner  or  lessee  of  any 
building  or  land  within  one  hundred  yards  of  the  site  of 
the  building  to  which  such  refusal  relates,  that  he  intends 
to  appeal  from  such  lefusal. 

4.  In  the  case  of  an  appeal  against  the  refusal  of 
consent,  any  owner  or  lessee  of  any  buikling  or  land 
within  one  hundred  yards  of  the  site  of  the  intended 
building  maj-  appear  and  be  heard  before  the  tribunal  of 
appeal  against  any  application  to  reverse  or  vary  tho 
refusal. 

49 — After  the  coramencement  of  this  Act  no  existing   iieipiitsof 
building  (other  than  a  church  or  chapel),  on  the  side  of  a   '"'"'""*'' '" 
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tho    following    provisions    sliull    in   certain    cases    have 

effect : — 

If  the  stable  buildings  bo  limited  to  a  depth  of  fifty  feet, 
measured  froin  tho  niews  fiontage,  and  to  a  height  of 
twenty-five  feet,  meaKured  fr(jni  tlie  h;vel  ui'  tlie  inews, 
and  if  the  open  space  required  for  the  dorncHtie 
building  under  section  41  of  this  Act  be  [)rovided 
between,  tho  domestic  Ijuilding  and  the  stable 
building  may  for  all  other  purposes  of  the  said 
section,  whether  in  one  occupation  <^r  not,  be  deemed 
to  be  one  domestic  building  with  tlio  rear  abutting 
upon  a  street. 

Part  VI. 
CONSTRUCTION  OF  BUILDINGS. 

53 — Subject  to  any  bye-laws  of  tho  Council  made  in  structure 
pursuance  of  this  Act,  walls  shall  be  constructed  of  tho  *!'«!, "'/'waiin 
substances  and  in   the  manner  and  of  not  less  than  tho 
thickness  prescribed  by  this  Act  or  mentioned  in  the  First 
Schedule  to  this  Act. 

54 — !•  Recesses  and  openings  may  be  made  in  external   nuiesiutt/* 
walls  provided-  i;::;^;^"" 

(a)  That  the  backs  of  such  recesses  are  not  of  less 
thickness  than  eight  and  a  half  inches;  and 

(h)  Tliat  the  area  of  such  recesses  and  openings 
above  the  ground  storey  do  not,  taken  together, 
exceed  one-half  of  the  whole  area  of  the  wall 
above  the  ground  storey  in  which  they  are 
made. 
2.  Recesses  may  be  made  in  party  walls  provided — 

(a)  That  the  backs  of  such  T(^(i<sHH(:H  are  not  of  less 
thickness  than  thirteeri  inches  ;  and 

(h)  That  over  every  recess  so  formed  an  arch  of  at 
least  two  rings  of  brickwork  of  the  full  depth 
of  the  recess  be  turned  on  every  storey,  except 
in  the  case  of  recesses  formed  for  lifts;  but 
where  such  recess  dfXiS  not  exceed  five  inches 
in  depth,  corbelling  in  brick  or  stone  may  bo 
substituted  for  the  arching;  and 

(c)  That  the  areas  of  such  rew^sses  do  not,  taken 
together,  exceed  one-half  of  the  whole  area  of 
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the   wall    of    the    story    in   which    they   are 
made ;  and 
(fZ)  That  such  recesses  do  not  come  within  thirteen 
and  a  half  inches  of  the  inner  face  of  the  ex- 
ternal walls. 
3.  An  opening  shall  not  be    made  in  any  party  wall 
except  in  accordance  with  the  provisions  of  this  Act  in 
relation  thereto. 

Provided  that  it  shall  be  lawful  for  the  superintending 
architect,  on  application  made  to  him  in  accordauce  with 
any  rules  made  in  that  behalf  by  the  Council,  to  give 
consent  in  writing  to  any  modification  or  relaxation  of 
the  requirements  of  this  section  with  respect  to  the  area 
of  recesses  and  openings  in  any  special  cases  where  he 
may  think  proper.  The  word  area  as  used  in  this  section 
shall  mean  the  area  of  the  vertical  face  or  elevation  of 
the  wall  or  recess  to  which  it  refers. 

55 — All  woodwork  fixed  in  any  external  wall,  except 
bressummers  and  storey-posts  under  the  same,  and  frames 
of  doors  and  windows  of  shops  on  the  ground  storey  of 
any  building,  shall  be  set  back  four  inches  at  the  least 
from  the  external  face  of  such  wall ;  but  loophole  frames 
and  frames  of  doors  and  windows  may  be  fixed  flush  with 
the  face  of  any  external  wall : 

Provided  that  it  shall  be  lawful  for  the  Council,  by 
byelaw  or  otherwise,  to  exempt  from  the  provisions 
of  this  section,  oak,  teak  or  other  wood,  provided  the 
work  be  constructed  to  the  satisfaction  of  the  district 
surveyor. 

56 — 1-  Every  bressummer,  whether  of  wood  or  metal, 
shall  have  a  bearing  in  the  direction  of  its  length  of  four 
inches  at  least  at  each  end  upon  a  suflScient  pier  of  brick 
or  stone,  or  upon  a  timber  or  iron  storey-post  fixed  on  a 
solid  foundation,  in  addition  to  its  bearing  upon  any 
party  wall  or  external  wall,  and  the  district  surveyor 
shall  have  power  in  his  discretion  to  require  that  every 
bressummer  shall  have  such  other  storey-posts,  iron 
columns,  stanchions,  or  piers  of  brick  or  stone,  or  corbels, 
as  may  be  sufficient  to  carry  the  superstiucture,  and  the 
ends  of  such  bressummer,  if  of  wood,  shall  nut  be  placed 
nearer  to  the  centre  line  of  the  party  walls  than  four 
inches. 
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2.  At  each  end  of  every  metallic  bressummer  a  space 
shall  be  left  equal  to  one-quarter  of  an  inch  for  every  ten 
feet,  and  also  for  any  fractional  part  of  ten  feet  of  the  length 
of  such  bressummer  to  allow  for  expansion. 

3.  A  bond  timber  or  wood  plate  shall  not  be  built  into 
any  party  wall,  and  the  ends  of  any  wooden  beam  or  joist 
bearing  on  such  walls  shall  be  at  least  four  inches  distant 
from  the  centre  line  of  the  party  walls. 

4.  Every  bressummer  bearing  upon  a  party  wall  shall 
be  borne  by  a  templet  or  corbel  of  stone  or  iron  tailed 
through  at  least  half  the  thickness  of  the  wall,  and  of  the 
full  breadth  of  the  bressummer. 

5.  The  end  of  any  timber  not  permitted  to  be  placed  iti 
or  to  have  a  bearing  on  a  party  wall,  may  be  carried  on  a 
corbel  or  templet  of  stone  or  iron,  or  vitrified  stoneware, 
tailed  into  the  wall  to  a  distance  of  at  least  eight  and  a 
half  inches,  or  otherwise  supported  to  the  satisfaction  of 
the  district  surveyor. 

57 — If  any  gutter,  any  part  of  which  is  formed  of  com- 
bustible materials,  adjoin  an  external  wall,  such  wall  shall 
be  carried  up  so  as  to  form  a  parapet  one  foot  at  the  least 
above  the  highest  part  of  the  gutter,  and  the  thickness  of 
the  parapet  so  carried  up  shall  be  at  least  eight  and  a  half 
inches  throughout. 

58 — In  either  of  the  following  cases  : — 

(a)  "When  a  wall  is,  after  the  commencement  of  this  Act, 

built  as  a  party  wall  in  any  part ;  or 
(6)  Where  a  wall  built  before  or  after  the  commence- 
ment of  this  Act  becomes  after  the  commence- 
ment of  this  Act  a  party  wall  in  any  part ; 
the  wall  shall  be  deemed  a  party  wall  for  such  part  of  its 
length  as  is  so  used. 

59- — 1-  Every  party  wall  shall  be  carried  up  of  a  Height  of 
thickness  in  a  building  of  the  warehouse  class  equal  to  ^'"^^'  "^'J^j" 
the  thickness  of  such  wall  in  the  topmost  storey,  and  in 
any  other  building  of  eight  and  a  half  inches  above  the 
roof,  flat  or  gutter  of  the  highest  building  adjoining  thereto, 
to  such  a  height  as  will  give  a  distance  (in  a  building  of 
the  warehouse  class  exceeding  thirty  feet  in  height)  of  at 
least  three  feet,  and  (in  any  other  building)  of  fifteen 
inches,  measured  at  right  angles  to  the  slope  of  the  roof, 

F  2 
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or  fifteen  inches  above  the  highest  part  of  any  flat  or 
gutter,  as  the  case  may  he. 

2.  Every  party  vrall  shall  be  carried  up  of  the  thickness 
aforesaid  above  any  turret,  dormer,  lantern  light  or  other 
erection  of  combustible  materials  fixed  upon  the  roof  or 
flat  of  any  building  vv^ithinfour  feet  from  such  party  wall, 
and  shall  extend  at  the  leaist  twelve  inches  higher  and 
■wider  on  each  side  than  such  erection,  and  every  party 
wall  shall  be  carried  up  above  any  part  of  any  roof 
ojiposite  thereto,  and  vi^ithin  four  feet  therefrom. 

liuies  as  to  60 — I^  ^  P^^'ty  '^'^^^^  a  chase  shall  not  be  made  wider 

b'T ^w\i<i  'than  fourteen  inches,  nor  more  than  four  and  a  half  inches 
deep  from  the  face  of  the  wall,  nor  so  as  to  leave  less  tLan 
eight  and  a  half  inches  in  thickness  at  the  back  or 
opposite  side  thereof,  and  a  chase  shall  not  be  made  within 
a  distance  of  seven  feet  from  any  other  chase  on  the  same 
side  of  the  wall,  or  within  thirteen  inches  from  an  external 
w^all.  No  chase  shall  be  made  in  a  wall  of  less  thickness 
than  thirteen  inches. 

Kuicsasto  61 — 1-  The  flat,  gutter  and  roof  of  every  building,  and 

every  turret,  dormer,  lantern  light,  skylight  or  other 
erection  placed  on  the  flat  or  roof  thereof  shall  be  exter- 
nally covered  with  slates,  tiles,  metal  or  other  incombustible 
materials,  except  wooden  cornices  and  barge  boards  to 
dormers  not  exceeding  twelve  inches  in  depth,  and  the 
doors,  door  frames,  windows,  and  window  frames  of  such 
dormers,  turrets,  lantern  lights,  skylights  or  other 
erections. 

2.  Every  building  exceeding  thirty  feet  in  height,  used 
wholly  or  in  part  as  a  dwelling  house  or  factory,  and 
having  a  parapet,  shall  be  provided  either — 

(a)  with  a  dormer  window,  or  a  door  opening  on 

to  the  roof;  or 
(h)  with   a   trap    door  furnished  with   a  fixed  or 

hinged  step  ladder  leading  to  the  roof;  or 
(c)  with  other  proper  means  of  access  to  the  roof. 

3.  The  plane  of  the  surface  of  the  roof  of  a  building  of 
the  warehouse  class  shall  not  incline  from  the  external  or 
party  walls  upwards  at  a  greater  angle  than  forty-seven 
degrees  with  the  horizon.  Provided  that  this  sub-section 
shall  not  ajiply  to  towers,  turrets  or  spires. 

4.  The  plane  of  the  surface  of  the  roof  of  any  other 
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building  shall  not  incline  from  the  external  or  party 
walls  upwards  at  a  greater  angle  than  seventy-five 
degrees  with  the  horizon.  Provided  that  this  sub- 
section shall  not  ajjply  to  towers,  turrets  or  spires. 

62 — 1  •  Not  more  than  two  storeys  shall  be  constructed   storeys  in 
in  the  roof  of  any  domestic  building.  ^o^^^- 

2.  Any  storey  consti'ucted  in  the  roof  of  any  domestic 
building,  the  upper  surface  of  the  floor  of  which  storey 
is  at  a  height  of  above  sixty  feet  from  the  sti'eet  level, 
shall  be  constructed  of  fire-resisting  materials  throughout- 

63 — Every  new  building  exceeding  sixty  feet  in  height   Means  of 
shall  be  provided  on  the  storeys,  the  upper  surface  of  the   of'high'^'  ^"^ 
floor  whereof  is  above  sixty  feet  from    the  street  level,   buildings. 
with  such  means  of  escape  in    the  case  of  fire  for   the 
persons  dwelling  or  employed  therein  as  can  be  reason- 
ably required  under  the  circumstances  of   the  case,  and 
no  such  storeys  of  such  building  shall  be  occupied  until 
the    Council    shall    liave    issued    a    certificate    that   the 
provisions   of  this    section   have   been  complied   with  in 
relation  thereto, 

64 — !•  Chimneys  built  on  corbels  of  brick,  stone  or  Kuiesasto 
other  incombustible  materials  may  be  erected  if  the  work  and^flues! 
so  corbelled  out  do  not  project  from  the  wall  more  than 
the  thickness  of  the  wall,  measured  immediately  below 
the  corbel,  but  all  other  chimneys  shall  be  built  on  solid 
foundations,  and  with  footings  similar  to  the  footings  of 
the  wall  against  which  they  are  built,  unless  they  ai"e 
carried  uj)on  iron  giideis  with  direct  bearings  upon 
party  external  or  cro.b'S  walls,  to  the  satisfaction  of  the 
district  surveyor. 

2.  Chimnej^s  and  flues  having  proper  soot  doors  of  not 
less  than  forty  square  inches  may  be  constructed  at  any 
angle,  but  in  no  other  case  shall  any  flue  be  inclined  at  a 
less  angle  than  forty -five  degrees  to  the  horizon,  and 
every  angle  shall  be  properly  rounded. 

All  soot  doors  shall  be  at  least  fifteen  inches  distant 
from  any  woodwork. 

3.  An  arch  of  brick  or  stone,  or  a  bar  of  wrought  iron 
of  sufficient  strength,  shall  be  built  over  the  opening  of 
every  chimney  to  support  the  breast  thereof,  and  if  the 
breast  j^roject  more  than  four  inches  from  the  face  of  the 
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■wall,  and  the  jamb  on  either  side  be  of  less  width  than 
seventeen  and  a  half  inches,  tlie  abutments  shall  be  tied 
in  by  an  iron  bar  or  bars  of  stiflScient  strength,  turned  up 
and  down  at  the  ends,  and  built  into  the  jambs  for  at 
least  eight  and  a  half  inches  on  each  side. 

4.  A  flue  shall  not  be  adapted  to  or  used  for  any  new- 
oven,  furnace,  cockle,  steam  boiler,  or  close  fire,  used  for 
any  purpose  of  trade  or  business,  or  to  or  for  the  range  or 
cooking  apparatus  of  any  hotel,  taveni,  or  eating-house, 
unless  the  flvie  be  surrounded  vf\t\\  biickwork  at  least  eight 
and  a  half  inches  thick  from  the  floor  on  which  such  oven, 
furnace,  cockle,  steam  boiler  or  ckxse  fire  is  situate  to  the 
level  of  the  ceiling  of  the  room  next  above  the  same. 

5.  A  flue  shall  not  be  used  in  connection  with  a  steam 
boiler  or  hot-air  engine  unless  the  flue  is  at  least  twenty 
feet  in  height,  measured  from  the  level  of  the  floor  on 
which  such  engine  is  placed. 

6.  The  inside  of  every  flue,  and  also  the  outside  where 
passing  through  any  floor  or  roof  or  behind  or  against  any 
woodwork,  shall  be  rendered,  pargeted  or  lined  with  fire- 
resisting  piping  of  stoneware, 

7.  The  position  and  course  of  eveiy  flue  shall  be  dis- 
tinguished on  the  outside  of  the  work  as  it  is  carried  up 
by  outline  marks  in  some  durable  manner,  except  when 
the  exterior  face  of  the  flue  forms  part  of  the  outer  face 
of  an  external  wall  not  likely  to  be  built  against. 

8.  The  jambs  of  eveiy  fireplace  opening  shall  be  at 
least  eight  and  a  half  inches  wide  on  each  side  of  the 
opening  thereof. 

9.  The  breast  of  every  chimnej''  and  the  brickwork 
surrounding  every  smoke  flue  shall  be  at  least  four  inches 
in  thickness. 

10.  The  back  of  every  fireplace  opening  in  a  party  wall, 
from  the  hearth  up  to  the  height  of  twelve  inches  above 
the  mantel,  shall  be  at  least  eight  and  a  half  inches  thick. 

11.  The  thickness  of  the  upper  side  of  every  flue,  when 
its  course  makes  with  the  horizon  an  angle  of  less  than 
forty-five  degrees,  shall  be  at  least  eight  and  a  half 
inches. 

12.  Every  chimney  shaft  or  smoke  flue  shall  be  carried 
up  in  brick  or  stone  work  at  least  four  inches  thick 
throughout,  to  a  height  of  not  less  than  three  feet  above 
the  roofj  flat  or  gutter  adjoining  thereto,  measured  a,t  the 
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highest  point  in  the  line  of  junction  with  such  roof,  flat  or 
gutter. 

13.  The  highest  six  courses  of  every  chimney  stack  or 
shaft  shall  he  built  in  cement. 

1-i.  The  brickwork  or  stonework  of  any  chimney  shaft, 
except  that  of  the  furnace  of  any  steam  engine,  brewery, 
distillery  or  manufactory,  shall  not  be  built  higher  above 
the  roof,  flat  or  gutter  adjoining  thereto  than  a  height 
equal  to  six  times  the  least  width  of  such  chimney  shaft 
at  the  level  of  such  highest  point  in  the  line  of  junction, 
unless  such  chimney  shaft  is  built  with  and  bonded  to 
another  chimney  shaft  not  in  the  same  line  with  the  first, 
or  otherwise  rendered  secure. 

15.  There  shall  be  laid  level  with  the  floor  of  every 
storey  before  the  opening  of  every  chimney,  a  slab  of 
stone,  slate  or  other  incombustible  substance,  at  the  least 
six  inches  longer  on  each  side  than  the  width  of  such 
opening,  and  at  the  least  eighteen  inches  Avide  in  front  of 
the  breast  thereof. 

16.  On  every  floor,  except  the  lowest  floor,  such  slab 
shall  be  laid  wholly  upon  stone  or  iron  bearers,  or  upon 
brick  trimmers  or  other  incombustible  materials,  but  on 
the  lowest  floor  it  may  be  bedded  on  concrete  covering  the 
site,  or  on  solid  materials  placed  on  such  concrete. 

17.  The  hearth  or  slab  of  every  chimney  shall  be 
bedded  wholly  on  brick,  stone  or  other  incombustible 
substance,  and  shall,  together  with  such  substance,  be  solid 
for  a  thickness  of  six  inches  at  least  beneath  the  upper 
surface  of  such  hearth  or  slab. 

18.  A  flue  shall  not  be  built  in  or  against  any  party 
structure  unless  it  be  surrounded  with  new  brickwork  at 
least  four  inches  in  thickness,  properly  bonded. 

19.  A  chimney  breast  or  shaft  built  with  or  in  any 
party  wall  shall  not  be  cut  away,  unless  the  district 
burveyor  certifies  that  it  can  be  done  without  injuriously 
affecting  the  stability  of  any  buildiDg. 

20.  A  chimney  shaft,  jamb,  breast  or  flue  shall  not  be 
cut  into  except  for  the  purpose  of  repair  or  during  some 
one  or  more  of  the  following  things  : — 

(a)  Letting  in  or  removing  or  altering  flues, 
pipes  or  funnels  for  the  convej-ance  of 
smoke,  hot  air  or  steam,  or  letting  in,  re- 
moving or  altering  smoke  jacks ; 
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(?>)  Forming  openings  for  soot  doors,  such  open- 
ings to  be  fitted  with  a  close  iron  door  and 
frame ; 

(i^)  Making  openings  for  the  insertion  of  venti- 
lating valves  subject  to  the  following  re- 
striction, that  an  opening  shall  not  be  made 
nearer  than  twelve  inches  to  any  timber  or 
combustible  substance. 

21.  Timber  or  woodwork  shall  not  be  placed — 

(«)  In  any  wall  or  chimney  breast  nearer  than 
twelve  inches  to  the  inside  of  any  flue  or 
chimney  opening  ; 

(6)  Under  any  chimney  opening  within  ten 
inches  from  the  ujiper  surface  of  the  hearth 
of  such  chimney  opening  ; 

(«)  Within  two  inches  from  the  face  of  the 
brickwork  or  stonework  about  any  chimney 
or  flue  where  the  substance  of  such  brick- 
work or  stonework  is  less  than  eight  and  a 
half  inches  thick,  unless  the  face  of  such 
brickwork  or  stonework  is  rendered. 

22.  AVooden  plugs  shall  not  be  driven  nearer  than  six 
inches  to  the  inside  of  any  flue  or  chimney  opening,  nor 
any  iron  holdfast  or  other  iron  fastening  nearer  than  twa 
inches  thereto, 

Furuace  65 — Unless     the     Council     otherwise     permit,     every 

shaft"^^  chimney  shaft  for  the  furnace  of  a  steam  engine,  brewery, 
d^'stillery  or  manufactory  shall  be  constructed  in  con- 
formity with  the  following  rules  ; — 

1.  Every  shaft  shall  be  cariied  up  through O'Ut  in  brick- 

work and  mortar  of  the  bust  qualitj',  and  if 
detached  shall  taper  gradually  from  the  base  to 
top  of  the  shaft  at  the  rate  of  at  least  two  inches 
and  a  half  in  ten  feet  of  height : 

2.  The    thickness    of    brickwork    at    the    top    of    the 

sliaft,  and  for  twenty  foet  below  the  top, 
shall  be  at  least  eight  and  a  half  inches,  and 
shall  be  increased  at  least  one-half  brick  for 
every  additional  twenty  foet  measured  down- 
wards : 

3.  Every  cap,  cornice,  pedestal,  plinth,  string  course,  or 

other  variation  from  plain  brickwork  shall  be 
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provided  as  additional  to  tlie  thickness  of  brick- 
work required  under  this  Act,  and  every  cap 
shall  he  constructed  and  secured  to  the  satis- 
faction of  the  district  surveyor  : 

4.  The  foundation  of  the  shaft  shall  always  be  made  to 

the  satisfaction  of  the  district  surveyor  on  concrete 
or  other  siifficient  foundation  : 

5.  The    footings   shall    sj)read    all  round   the   base   by 

regular  offsets  to  a  projection  equal  to  the  thick- 
ness of  the  enclosing  brickwork  at  the  base  of 
the  shaft,  and  the  space  enclosed  by  the  footings 
shall  be  filled  in  solid  as  the  work  progresses : 

6.  The  width  of  the  base  of  the  shaft  if  sijuare  shall  be 

at  least  one -tenth  of  the  proposed  height  of  the 
shaft,  or  if  the  same  is  round  or  of  any  other 
shape  then  one-twelfth  of  the  height  : 

7.  Any  firebricks  built  inside  the  lower  portion  of  the 

shaft  shall  be  provided  as  additional  to  and 
independent  of  the  thickness  of  brickwork  pre- 
scribed by  these  rules,  and  shall  not  be  bonded 
therewith. 


66 — !•  The  floor  under  every  oven,  copper,  steam  boiler   Rules  as  to 
or  stove  which  is  not  heated  by  gas,  and  the  floor  around  an°f  pfpes  for 
the  same  shall  for  a  space  of  eighteen  inches  be  formed  of  conveying 
materials  of  an  incombustible  and  non-conducting  nature  ^'^p°"''' ^'^■ 
not  less  than  six  inches  thick. 

2.  A  pipe  for  conveying  smoke  or  other  products  of 
combustion,  heated  air,  steam  or  hot  water  shall  not  be 
fixed  against  any  building  on  the  face  adjoining  to  any 
street  or  jiublic  way. 

3.  A  pipe  for  conveying  smoke  or  other  products  of 
combustion  shall  not  be  fixed  nearer  than  nine  inches  to 
any  combustible  materials. 

4.  A  pipe  for  conveying  heated  air  or  steam  shall  not  be 
fixed  nearer  than  six  inches  to  any  combustible  materials. 

6.  A  pipe  for  conveying  hot  water  shall  not  be  placed 
nearer  than  three  inches  to  any  combustible  materials. 

Provided  that  the  restrictions  imposed  by  this  section 
with  respect  to  the  distance  at  which  pipes  for  conveying 
hot  water  or  steam  may  be  placed  from  any  combustible 
materials,  shall  not  apply  in  the  case  of  pipes  for  convey- 
ing hot  water  or  steam  at  low  pressure. 
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For  tlie  purposes  of  this  section,  hot  water  or  steam 
shall  be  deemed  to  be  at  low  pressure  when  provided  with 
a  free  blow-off. 

67 — The  floor  over  any  room  or  enclosed  space  in  which 
a  furnace  is  fixed,  and  any  floor  within  eighteen  inches 
from  the  crown  of  an  oven,  shall  be  constructed  of  fire- 
resisting  materials. 

68 — In  every  public  building  and  in  any  other  build- 
ing of  more  than  one  hundred  and  twenty-five  thousand 
feet  in  cubical  extent,  and  which  is  constructed  or  adapted 
to  be  used  as  a  dwelling-house  for  separate  families,  the 
floors  of  the  lobbies,  corridors,  passages  and  landings, 
and  aLso  the  flights  of  stairs  shall  be  of  fire-resisting  ma- 
terial and  carried  by  supports  of  a  fire-resisting  material. 

69 — !•  In  every  building  constructed  or  adapted  to  be 
occupied  in  separate  tenements  by  more  than  two  families, 
the  principal  staircase  used  by  the  several  families  in 
common  shall  be  ventilated  upon  every  storey  above  the 
ground  storey  by  means  of  windows  or  skylights  opening 
directly  into  the  external  air,  or  shall  be  otherwise 
adequately  ventilated. 

2.  The  principal  staircase  in  every  liuilding  being  a 
dwelling  house  and  not  subject  to  the  provisions  of 
sub-section  1  of  this  section,  shall  be  ventilated  by  means 
of  a  window  or  skylight  opening  directly  into  the  external 
air. 

70 — !•  («)  Every  habitable  room  except  rooms  wholly 
or  partly  in  the  roof  shall  be  in  every  part  at  least  eight 
feet  six  inches  in  height  from  the  floor  to  the  ceiling  ; 

(h)  Every  habitable  room  wholly  or  partly  in  the  roof 
of  any  building  shall  be  at  least  eight  feet  in  height  from 
the  floor  to  the  ceiling  throiighout  not  less  than  one-half 
the  area  of  such  room  ; 

(o)  Ever}'  habitalde  room  shall  have  one  or  more 
windows  opening  directly  into  the  external  air  or  into  a 
conservatory,  with  a  total  superficies  clear  of  the  sash 
frames  free  from  any  ol)struction  to  the  light  equal  to  at 
least  one-tenth  of  the  floor  area  of  the  room,  and  so  con- 
structed that  a  portion  equal  to  at  least  one-twentieth  of 
such  floor  area  can  be  opened,  and  the  oi^ening  in  each 
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case  shall  extend  to  at  least  seven  feet  above  the  flooi' 
level ;  but  a  room  having  no  external  wall,  or  a  room  con- 
structed wholly  or  partially  in  the  roof,  may  be  lighted 
through  the  roof  by  a  dormer  window,  with  a  total  super- 
ficies clear  of  the  sash  frames  free  from  any  obstruction  to 
the  light  equal  to  at  least  one-twelfth  of  the  floor  area  of 
the  room,  and  so  constructed  that  a  portion  of  such  window 
equal  to  at  least  one-twenty-fourtli  of  svich  floor  area  can 
be  opened,  and  the  opening  in  each  case  shall  extend  to  at 
least  five  feet  above  the  floor  level,  or  such  room  may  be 
lighted  by  a  lantern  light,  of  which  a  portion  equal  to  at 
least  one-twentieth  of  the  floor  area  can  be  opened  ; 

(d)  In  a  building  being  a  dwelling-hoiise,  every  base- 
ment room  having  a  wooden  floor,  other  than  a  floor 
constructed  of  solid  wood  bedded  on  concrete,  shall  have  a 
sufficient  space  between  the  ground  and  the  floor  surfaces 
to  admit  of  ventilation  by  means  of  air-bricks  or  other- 
wise ; 

(e)  Every  habitable  room  constructed  over  a  stable  shall 
be  separated  from  the  stable  by  a  floor  which  shall  have,  in 
every  part  not  occupied  by  a  joist  or  girder,  a  layer  of 
concrete  pugging  of  good  quality  or  of  other  solid  con- 
struction three  inches  in  thickness,  finished  smooth  upon 
the  upper  surface  and  properly  supported,  and  the  under- 
side of  such  floor  shall  be  ceiled  with  lath  and  plaster  of 
good  quality  or  of  other  solid  construction  ; 

Any  staircase  or  gallery  or  structure  by  which  such 
rooms  shall  be  approached  shall  be  sejiarated  from  any 
stable  to  which  it  may  adjoin  by  a  brick  wall  not  less 
than  nine  inches  in  thickness  ; 

(/)  Nothing  in  this  Act  shall  affect,  alter  or  repeal  any 
of  the  provisions  of  the  Public  Health  (London)  Act,  1891, 
relating  to  underground  rooms. 

2.  If  any  j^erson  knowingly  suffer  any  room  constructed 
after  the  commencement  of  this  Act  that  is  not  constructed 
in  conformity  with  this  section  to  be  inhabited,  he  shall, 
in  addition  to  any  other  liabilities  to  which  he  may  be 
sul)ject,  be  liable  to  a  penalty  for  every  day  during  which 
such  room  is  inhabited. 

71 — 1.  Every  party  arch  or  party  floor  and  every  arch   Rules  as  to 
or   floor   over  any  public  way,   or   any  passage    leading   J^ver^p^buc^ 
through  or  under  a  building  or  part  of  a    building   to    ways. 
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premises  in   other   occupation,  shall   be  formed  of  brick, 
stone  or  other  incombustible  materials. 

2.  If  an  arch  of  biick  or  stone  be  iised  it  shall  be  of  the 
thickness  of  eight  and  a  half  inclies  at  least,  and  the 
centre  of  such  arch  shall  be  higher  than  the  springing  at 
the  rate  of  one  inch  at  least  for  ever^^  foot,  and  also  for 
any  fractional  part  of  a  foot  of  span. 

3.  If  an  arch  or  floor  of  other  iiicombustilJe  material  be 
used,  it  sliall  be  constructed  in  such  manner  as  may  be 
approved  by  the  district  surveyor. 

Rules  as  to  72 — ^-  Every   arch   or  other  construction  under  any 

'^mbUc  w'*^*^"^  passage  leading  to  premises  in  other  occupation,  or  under 
any  pul)lic  way  or  intended  public  way,  shall  be  formed  of 
brick,  stone  or  other  incombustible  materials. 

2.  If  an  arch  of  brick  or  stone  be  used,  it  shall  — 

(a)  Where  its  span  does  not  exceed  ten  feet,  be  of 

the  thickness  of  eight   and  a  half  inches  at 

least ; 
(6)  Where  its  span  exceeds  ten,  but  does  not  exceed 

fifteen  feet,    be  of    the    thickness  of  thirteen 

inches  at  least ;  and 
(c)  Where  its  span  exceeds  fifteen  feet,  be  of  such 

thickness  as  may  be  approved  by  the  district 

surveyor. 

3.  If  an  arch  or  other  construction  of  other  incombus- 
tible materiiil  be  used,  it  shall  be  constructed  in  such 
manner  as  may  be  approved  by  the  district  surve3-or. 

Rules  as  to  73 — The  following  provisions  shall   (except  with  the 

projectiuns.  constut  of  the  Council)  apply  to  projections  from 
buildings : — 

1.  Every  coping,  cornice,  string  course,  facia,  window- 
dressing,  portico,  porch,  balcony,  verandah, 
balustrade,  outside  landing,  outside  stairs  and 
outside  steps,  and  architectural  projection  or 
decoration  whatsoever,  and  also  the  eaves,  barge 
boards  and  cornices  to  any  overhanging  roof, 
except  the  cornices  and  dressings  to  the  window 
fronts  of  shops,  and  except  the  eaves,  barge 
boards  and  cornices  to  detached  and  semi- 
detached dwelling-houses,  and  to  other  dwelling- 
houses  in  which  the  party  walls  are  corbelled 
out  so  as  to    iiroject    four   inches   beyond  such 
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eaves,  barge  boards  or  cornices,  sliall  be  of  bnck, 
tile,  stone,  artificial  stone,  slate,  cement  or  other 
fireproof  material : 
For  the  purpose  of  this  sub-section  a  pair  of  semi- 
detached houses  shall  be  deemed  to  bo  one 
building  : 

2,  Every  balcony,  cornice  or  other  projection  shall  be 

tailed  into  the  wall  of  the  building  and  weighted 
or  tied  down  to  the  satisfaction  of  the  district 
survej^or,  and  no  cornice  shall  exceed  in  pro- 
jection two  feet  six  inches  over  the  public  way : 

3.  In  a  street  or  way  of  a  width  not  greater  than  thirty 

feet,  any  shop  front  may  project  beyond  the 
external  wall  of  the  building  to  which  it  belongs 
to  any  extent  not  exceeding  five  inches,  and  any 
cornice  of  any  such  shop  front  may  project  to 
any  extent  not  exceeding  thirteen  inches  ;  and  in 
any  street  or  way  of  a  width  greater  than  thirty 
feet,  any  shop  front  may  project  to  any  extent 
not  exceeding  ten  inches,  and  any  cornice  of  any 
such  shop  front  may  project  to  any  extent  not 
exceeding  eighteen  inches  beyond  the  external 
wall  of  the  building  to  which  it  belongs,  over  the 
ground  of  the  owner  of  the  building,  provided 
that  this  provision  shall  not  authorise  in  any 
such  street  the  projection  of  any  part  of  any 
such  shop  front  other  than  the  cornice  on  or 
over  the  public  way  or  any  land  to  be  given  up 
to  the  public  way  : 
■i.  No  part  of  the  woodwork  of  any  shop  front  shall  be 
fixed  higher  than  twenty-five  feet  above  the 
level  of  the  pavement  of  the  public  footpath  in 
front  of  the  shop.  No  part  of  the  woodwork  of 
any  shop  front  shall  be  fixed  nearer  than  four 
inches  to  the  centre  of  the  party  wall  whore  the 
adjoining  premises  are  separated  by  a  party 
wall,  or  nearer  than  four  inches  to  the  face  of  the 
wall  of  the  adjoining  premises,  where  the  ad- 
joining premises  have  a  separate  wall,  unless  a 
pier  or  corbel  of  stone,  brick  or  other  incom- 
bustible material,  four  inches  wide  at  the  least, 
be  placed  as  high  as  such  woodwork,  and  pro- 
jecting throughout  an  inch  at  the  least  in  front 
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thereof  between  such  woodwork  and  the  centre 
of  the  party  wall  or  the  separate  wall,  as  the 
case  may  be  : 
5.  In  a  street  of  a  width  not  less  than  forty  feet,  or  to 
a  building  the  front  wall  of  which  is  not  at  a 
less  distance  than  forty  feet  from  the  opposite 
boundary  of  the  street,  bay  windows  to  dwelling- 
houses  may  be  erected  on  land  belonging  to 
the  owner  of  the  building,  notwithstanding 
the  provisions  of  this  Act  relating  to  buildings 
beyond  the  general  line  of  buildings  in  streets, 
provided  that  such  bay  windows — 
(fl)  Do  not  exceed  three  storeys  in  height  above 

the  level  of  the  footway  ; 
(h)  Do  not  project  more  than  three  feet  from  the 
main  wall  of  the  building  to  which  they  are 
attached ; 
(c)  Do  not  project    in    any  part    within  the  pre- 
scribed distance  of  the  centre  of  the  roadway; 
(f?)  Are   in  no   part    nearer    to    the  centre  of  the 
nearest  party  wall  than  the  extreme  amount 
of  their  projection  from  the  main  wall  of  the 
building  to  which  they  are  attached  ; 
(e)  Do  not  taken  together  exceed  in  width  three- 
fifths  of  the  frontage  of  the  building  towards 
the  street  to  which  such  bays  face ; 
(/)  Are    not    constructed   upon    any    part   of  the 
jiuldic   way  or  upon    any  land  agreed  to  be 
given  up  to  the  public  way  ;  and 
(^)  Shall  not  be  used  fur  trade  purposes : 

Bay  windows  to  which  the  foregoing  rules  do 
not  apply  shall  not  be  erected  without  the  con- 
sent of  the  Council  after   consulting    the   local 
authority. 
C.  In  a  street  of  a  width  not  less  than  forty  feet,  or  to 
a  building  the  front  wall  of  which  is  not  at  a 
less  distance  than   forty  feet   from  the  opposite 
boundary  of  the  street,  jirojecting  oriel  windows 
or  turrets  may  be  constructed.     Provided  that — 
(rt)  No   part  of  any  such  projection   extend   more 
than  three  feet  from  the  face  of  the  front  wall 
of  the  building,   or  more  than  twelve  inches 
over  the  public  way  ; 
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(&)  No  part  of  any  such  projection  be  less  than 
ten  feet  above  the  level  of  the  footway  of  the 
street ; 

(c)  No  part  of  any  such  projection  (where  it  over- 

hangs the  public  way)  be  within  a  distance  of 
four  feet  of  the  centre  of  the  nearest  party 
wall ; 

(d)  On  no  floor  shall  the  total  width  of  any  such 

pi'ojections  taken  together  exceed  three-fifths 
of  the  length  of  the  wall  of  the  building  on 
the  level  of  that  floor  ; 

(e)  Every  such  projection    be    constructed  to  the 

satisfaction  of  the  district  survej^or,  or  in  the 
event  of  disagreement,  to  the  satisfaction  of 
the  superintending  architect,  whose  determina- 
tion shall  be  final : 
Oriel  windows  or  turrets  to  which  the  foregoing 
rules  do  not  apply,  shall  not  be  erected  without 
the  consent  of  the  Council  after  consulting  the 
local  authority  : 

7.  The  roof,  flat  or  gutter  of  every  building  and  every 

balcony,  verandah,  shop  front  or  other  similar 
projection  or  projecting  window  shall  be  so 
arranged  and  constructed,  and  so  supplied  with 
gutters  and  pipes  as  to  prevent  the  water  there- 
from from  dropping  upon  or  running  over  any 
public  way : 

8.  Except  in  so  far  as  is  permitted  by  this  section  in 

the  case  of  shop  fronts  and  projecting  windows, 
and  with  the  exception  of  water  pipes  and  their 
appurtenances,  copings,  string  courses,  cornices, 
facias,  window  dressings  and  other  like  archi- 
tectural decorations,  no  projection  from  any 
building  shall  extend  beyond  the  general  line 
of  buildings  in  any  street  except  with  the 
permission  of  the  Council  after  consulting  the 
local  authority. 

74 — 1-  Every  building  shall  be  separated  either  by  an  Sf-paration 
external  wall  or  by  a  party  wall  or  other  proper  party  "'  ijuiWings 
structure  from  the  adjoining  building  (if  any),  and  from 
each  of  the  adjoining  buildings  (if  more  than  one). 

2.  In  every   building    exceeding    ten   s(iuares  in  area, 
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used  in  part  for  purposes  of  trade  or  manufacture,  and  in 
part  as  a  dwelling-house,  the  part  used  for  the  purposes 
of  trade  or  manufacture  shall  be  separated  from  the  part 
used  as  a  dwelling-house  by  walls  and  floors  constructed 
of  fire-resisting  materials,  and  all  jDassages,  staircases  and 
other  means  of  ap]">roach  to  the  part  used  as  a  dwelling 
house  shall  be  constructed  throughout  of  fire-resisting 
materials.  The  part  used  for  purposes  of  trade  or  manu- 
facture shall  (if  extending  to  more  than  two  hundred 
and  fifty  thousand  cubic  feet)  be  subject  to  the  provisions 
of  this  Act  relating  to  the  cubical  extent  of  buildings  of 
the  warehouse  class: 

Provided  that  there  may  be  constructed  in  the  walls  of 
such  staircases  and  passages,  such  doorways  as  are  neces- 
sary for  communicating  between  the  different  parts  of  the 
building,  and  there  may  be  formed  in  any  walls  of  such 
building  openings  fitted  with  fire-resisting  doors. 

3.  In  every  building  exceeding  twenty-five  squares  in 
area,  containing  sei^arate  sets  of  chambers  or  offices,  or 
rooms  tenanted  or  constructed  or  adapted  to  be  tenanted 
by  difierent  persons,  the  floors  and  principal  staircases 
shall  be  of  fire-resisting  materials  : 

But  this  provision  shall  not  entitle  the  district  surveyor 
to  charge  for  the  inspection  of  each  set  of  chambers  as  a 
separate  building. 

75 — Except  as  in  this  section  provided,  no  building 
of  the  warehouse  class  shall  extend  to  more  than  two 
hundred  and  fifty  thousand  cubic  feet,  unless  divided  by 
party  walls  in  such  manner  that  no  division  thereof 
extend  to  more  than  two  hundred  and  fifty  thousand  cubic 
feet. 

No  addition  shall  be  made  to  any  building  of  the 
warehouse  class,  or  to  any  division  thereof,  so  that  the 
cubical  extent  of  any  such  building  or  division  shall 
exceed  two  hundred  and  fifty  thousand  cubic  feet. 

The  restriction  contained  in  this  section  upon  the 
cubical  extent  of  a  building  shall  nut  apply  to  any 
building  which,  being  at  a  greater  distance  than  tAvo 
miles  from  Saint  Paul's  Cathedral,  is  used  wholly  for  the 
manufacture  of  the  machinery  and  boilers  of  steam  vessels, 
or  for  a  retort-honse  for  tliu  manufacture  of  gas,  or  for 
generating  electricity,  provided  that  such  building   con- 
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sist  of  one  floor  only,  and  be  constructed  of  brick,  stone, 
iron  or  other  incombustible  material  tlironghout,  and 
shall  not  be  used  for  any  purpose  other  th m  such  as 
hereinbefore  specified.  Ev'ery  such  building  shall,  for 
the  purpose  of  the  provisions  of  this  Act  with  respect  to 
special  buildings,  be  deemed  to  be  a  building  to  which  the 
general  rules  of  this  Act  are  inap[)licable. 

76 — Where  the  Council  are  satisfied  on  the  report  of  Couseni  tn 
the  superintending  architect  and  of  the  chief  officer  of  the  ^fj^'^'^  . 
hre  brigade  that  additional  cubical  extent  is  necessary  tor 
any  building  to  bo  used  for  any  trade  or  manufacture, 
and  ai'e  satisfied  that  pioper  arrangements  have  been  or 
will  be  made  and  maintained  for  lessening  so  far  as 
reasonably  practicable  danger  from  fire,  the  Council  may 
consent  to  such  building  containing  additional  cubical 
extent. 

Provided  that  such  building  shall  not — 

(i.)  Extend  to  a  number  of  cubic  feet  exceeding  four 
hundred  and  fifty  thousand,  or  any  less  number 
allowed  by  the  Council,  without  being  divided 
by  party  walls  in  such  manner  that  the  cubical 
extent  of  each  division  do  not  exceed  that 
number ; 
(ii.)  Exceed  sixty  feet  in  height  ; 

(iii.)  Be  used  lor  purpose  of  any  trade  or  manufacture 

involving  the  use  of  explosive  or  inflammable 

materials. 

Such  consent  shall  continue  in  force  only  while  the  said 

building  is  actually  used  for  the  purposes  of  the  trade  or 

manufacture  in  respect  of  which  the  consent  was  granted. 

77 — !•  Buildings   shall    not   be   united   except    where    Rnicsast.. 
thev  are  wholly  in  one  occupation,  or  are  constructed  or   ;"'!V,"R 

-•'-,,,•'  ^  bmldiiig.-.. 

adapted  to  be  so. 

2.  Buildings  shall  not  be  united  if  when  so  united  and 
considered  as  one  building  only  they  would  not  be  in 
conformity  with  this  Act. 

3.  An  opening  shall  not  be  made  in  any  party  wall  or 
in  two  external  walls  dividing  buildings,  which  if  taken 
together  would  extend  to  more  than  two  hundi'cd  and 
fifty  thousand  cubic  feet,  except  under  the  following 
conditions : — 

o 
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(a)  Such  opening  shall  not  exceed  in  width  seven 
feet,  or  in  height  eight  feet,  and  such  opening 
or  openings  taken  together  shall  not  exceed 
one-half  the  length  of  such  party  wall  on  each 
floor  of  the  building  in  which  they  occur  ; 

(h)  Such  opening  shall  have  the  floor,  jambs  and 
head  formed  of  brick,  stone  or  iron,  and  be 
closed  by  two  wrought-iron  doors,  each  one- 
fourth  of  an  incli  thick  in  the  panel,  at  a 
distance  from  each  other  of  the  full  thickness 
of  the  wall,  fitted  to  rebated  frames  without 
woodwork  of  any  kind,  or  by  wrought-iron 
sliding  doors  or  shutters,  properly  constructed, 
fitted  into  gruoved  or  rebated  iron  frames  ; 

(c)  If  the  thickness  of  the  wall  be  not  less  than 
twenty-four  inches,  or  the  doors  be  placed  at  a 
distance  from  each  other  of  not  less  than 
twenty-four  inches,  such  opening  may  be  nine 
feet  six  inches  in  height. 

4.  Whenever  any  buildings  which  have  been  ixnited 
cease  to  be  in  one  occupation,  all  openings  made  for  the 
]lnrpo^e  of  uniting  the  same  in  any  party  wall  between 
the  buildings  or  in  any  external  wall  shall  be  stopped  up 
with  brick  or  stone  work  not  less  than  thirteen  inches  in 
thickness  (except  in  the  case  of  a  wall  eight  and  a  lialf 
inches  in  thickness,  in  which  case  eight  and  a  half  inches 
shall  be  sufticient)  and  propeily  bonded  with  such  wall, 
and  any  timber  not  in  conformity  with  this  Act  placed  in 
the  wall  shall  be  removed. 

5.  Whenever  any  buildings  which  have  been  united 
cease  to  be  in  ( ne  occupation,  the  owner  thereof  shall 
forthwith  give  notice  to  the  district  surveyor,  and  shall 
cause  any  openings  made  in  the  party  wall  to  be  stopped 
up  and  bonded  as  aforesaid. 

Cc.nsinuiiou  78 — Notwithstanding  anything  in  this  Act,  every  public 
buiidii'g'^  building,  including  the  Avails,  roofs,  floors,  galleries  and 
staircases,  and  owvy  structure  and  work  constructed  or 
done  in  connection  with  or  for  the  purposes  of  the  same,  shall 
be  constructed  in  such  manner  as  may  be  approved  by  the 
district  surveyor,  or  in  the  event  of  such  disagreement  may 
be  determined  by  the  tribunal  of  appeal,  and  save  so  far  as 
respects  the  rules  of  construction  every  public  building 
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shall  throiigliout  this  Act  be  deemed  to  be  included  in  tho 
term  building,  and  be  subject  to  all  the  provisions  of  this 
Act  in  the  same  manner  as  if  it  were  a  building  erected 
for  a  purpose  other  than  a  public  purpose. 

No  public  building  shall  be  used  as  such  until  the 
district  surveyor  or  the  tribunal  of  appeal  shall  have 
declared  his  or  their  approval  of  the  construction  thei'eof. 

After  the  district  surveyor  shall  have  so  declared  his 
approval,  or  shall  certify  that  it  has  been  constructed  as 
directed  by  the  tribunal  of  appeal,  any  work  affecting  or 
likely  to  affect  the  building  shall  not  be  done  to,  in  or  on 
the  building  without  the  approval  of  the  district  surveyor 
or  such  certificate  as  aforesaid. 

79— Where   it   is    proposed   to   convert   or    alter   any   Cnversionut 
building  erected  for  a  purpose  other  than  a  public  purpose   |'°to^';„i!ik;' 
into  a  public  building,  such  conversion  or  alteration  shall    buildings. 
be  carried  into  effect,   and  the  public  building  thereby 
formed,    including   the  walls,  roofs,  floors,   galleries  and 
staircases  thereof  shall    be  constructed  in  such   manner 
as  may  be  approved  by  the  district  surveyor,  or  in  the 
event  of  disagreement  may  be  determined  by  the  tribunal 
of  appeal,  and  the  provisions  of  this  Act  shall  apply  to 
such    alteration    or    conversion   as   though   it   were   the 
construction  of  a  public  building. 

80 — The  following  rules  shall  be  observed  with  respect  staircases  in 
to  new   churches,  chapels,  meeting-houses,   public    halls,   churches  ami 
public  lecture-rooms,  public  exhibition-rooms  and  public   ^  '^^'^  '*' 
places  of  assembly,  or  additions  or  alterations  by  which 
increased  accommodation   is   to   be    provided   to  existing 
churches,  chapels  and  meeting-houses,  public  halls,  public 
lecture-rooms,  public  exhibition-rooms  or  public  places  of 
assembl}'' : — 

(a)  Every  staircase  for  the  use  of  the  public  shall  be 
supported  and  enclosed  by  brick  walls  not  less 
than  nine  inches  thick.  The  treads  of  each 
flight  of  stairs  shall  be  of  uniform  width  : 
(&)  No  staircase,  internal  corridor  or  passage-way  for 
tho  use  of  the  public  shall  be  less  than  four  feet 
six  inches  wide.  Provided  that  where  not  more 
than  two  hundred  persons  are  to  be  accommodated 
in  such  church,  chaix'l,  meeting-hou.se,  hall, 
lecture- room,  exhibition-room  or  place  of  assembly, 

G  2 


84  LONDON  BUILDING  ACT,   1894. 

such  staircase,  internal  corridor  or  passage-way 
may  be  of  the  width  of  three  feet  six  inches  : 

(c)  Every  staircase,  corridor  or  passage-way  for  the  nse 

of  the  public,  and  which  communicates  with  any 
portion  of  the  building  intended  for  the  accom- 
modation of  a  larger  number  of  the  public  than 
four  hundred,  shall  be  increased  in  width  by  six 
inches  for  every  additi(jnal  one  hundred  persons, 
until  a  maximum  width  of  nine  feet  be  obtained. 
Provided  always  that  in  every  case  where  the  stair- 
cases are  six  feet  wide  and  upwards,  they  shall 
be  divided  by  a  hand-rail.  Provided  also  that  in 
lieu  of  a  single  staircase,  corridor  or  passage- 
way of  the  width  in  this  sub-section  prescribed, 
it  shall  be  lawful  to  substitute  two  staircases, 
corridors  or  passage-ways,  each  being  of  a  width 
at  least  equal  to  two-thirds  of  the  width  in  this 
sub-section  prescribed  for  the  single  staircase, 
corridor  or  passage-way,  but  so  that  neither  of 
such  two  substituted  corridors,  staircases  or 
passage-ways  shall  be  less  than  three  feet  six 
inches  wide : 

(d)  In  all  cases  where  a  portion  of  the  public  is  to  be 

accommodated  over  or  at  a  higher  level  than 
others  of  the  public,  a  separate  means  of  exit  of 
the  width  above  prescribed  for  staircases,  internal 
corridors  or  passage-ways,  and  communicating 
directly  with  the  street  or  ojien  space  shall  be 
provided  from  each  floor  or  level : 

(e)  All  doors  and  barriers  shall  be  made  to  open  out- 

wards, and  no  outside  locks  or  bolts  are  to  be 
affixed  thereto. 

Appiicatiun         81 — Where  a  building  erected  after  the  commencement 

of  Act  to         of  this  Act  under,  or  in,  or  by  inclosure  of  a  railway  arch 

under  rmi-      OP  abutting  thereon,  is  constructed  or  adapted  to  be  used 

way  arches,     f^^p  humau  habitation,  this  Act  shall  apply  to  the  building 

and  to  every   work  done  to,  in  or  on  the  same  in   like 

manner,  and  to  tlie  like  extent  as  far  as  may  be,  as  if  the 

building  ware  built  in  any  other  position. 


rules  of  Act 
are  inap- 
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Part  YII. 

SPECIAL  AND  TEMPORAKY  BUILDINGS   AND 
WOODEN  STEUCTURES. 

82 — 1-  Where  a  builder  is  desirous  of  erecting  an  iron   Application 
buildino;  or  structure,  or  any  other  buildino;  or  structure   !"  S,"""  v' 

1  •    1        1  1  •    •  p  T.  T^        f     1  •  ^"''  buildings 

to  which  tne  general  provisions  or  Part  V 1.  of  this  Act  to  which 
are  inapplicable,  or  in  the  opinion  of  the  Council  inappro- 
priate, having  regard  to  the  special  purpose  for  which  the  pHeaWe. 
building  or  structure  is  [designed  and  actually  used,  he 
shall  make  an  application  to  the  Council,  accompanied  by 
a  plan  of  the  proposed  buihling,  with  such  pai'ticnlars  as 
to  the  ctmstruction  thereof  as  may  be  required  by  the 
Council. 

2.  The  Council,  if  satisfied  with  such  plan  and  par- 
ticulars, shall  signify  their  approval  of  the  same  in 
writing,  and  thereupon  the  building  may  be  constructed 
according  to  such  plan  and  particulars,  but  the  Council 
shall  not  authorise  any  building  of  the  warehouse  class  to 
be  erected  of  greater  cubical  extent  than  two  hundred  and 
fifty  thous^ind  cubic  feet  except  in  accurdance  with  the 
foregoing  provisions  of  this  Act. 

3.  The  Council  may,  for  the  purpose  of  regulating  the 
procedure  in  relation  to  such  applications,  issue  such 
general  rules  as  they  thiuk  fit  as  to  the  time  and  manner 
of  making  applications,  and  as  to  the  plans  to  be  pre- 
sented, the  expenses  to  be  incurred,  and  any  other  matter 
or  thing  connected  therewith. 

4.  All  expenses  incurred  in  and  about  the  obtaining  the 
approval  of  the  Council  shall  be  paid  by  the  builder  to 
the  superintending  architect,  or  to  such  other  person  as 
the  Council  may  appoint,  and  in  default  of  payment  may 
be  recovered  in  a  summary  manner. 

5.  A  copy  of  any  plans  and  particulars  approved  by  the 
Council  shall  be  furnished  to  the  district  surveyor  within 
whose  district  the  Ituilding  to  which  such  plans  and  par- 
ticulars relate  is  situate,  and  it  shall  be  his  duty  to 
ascertain  that  the  same  is  built  in  accordance  with  the 
said  plans  and  jiarticulars. 
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Control  b.v 
Council  of 
certain 
temporary 
buildings. 


83 — Where  an  application  is  made  to  the  Council  by 
any  person  stating  his  desire  to  erect  in  any  place  an  iron 
or  other  building,  or  structure  of  a  temporary  character, 
to  which  the  general  provisions  of  Part  VI.  of  this  Act 
are  inapplicable,  the  Council  iwo.j,  if  they  approve  of  the 
j)lan  and  particulars  of  the  building  or  structure,  limit  the 
period  during  which  it  shall  be  allowed  to  remain  in  that 
place,  and  may  make  their  approval  subject  to  such 
conditions  as  to  the  removal  of  the  building  or  structure, 
or  otherwise  as  they  think  fit ;  and  if  at  the  expiration 
of  that  period,  the  building  or  structure  be  not  removed 
in  accordance  with  those  conditions,  the  Council  may 
serve  a  notice  on  the  occupier  or  owner  of  such  building 
or  structure,  requiring  him  to  remove  it  within  a  reason- 
able time  specified  in  the  notice,  and  if  the  occupier  or 
owner  fail  to  remove  such  building  or  structure  within 
the  time  named,  the  Council  may,  notwithstanding  the 
imposition  and  recovery  of  any  penalty,  cause  complaint 
thereof  to  be  made  before  a  petty  sessional  court,  who 
shall  thereupon  issue  a  summons  requiring  such  occupier 
or  owner  to  appear  to  answer  such  complaint,  and  if  the 
said  complaint  is  proved  to  the  satisfaction  of  the  Court, 
the  Coiirt  may  make  an  order  in  writing  authorising  the 
Council  to  enter  upon  the  land  upon  which  such  building 
is  situated,  and  to  remove  or  take  down  the  same  and  do 
whatever  may  lie  necessary  for  such  purpose,  and  also  to 
remove  the  materials  of  which  the  same  is  composed  to  a 
convenient  place,  and  (unless  the  expenses  of  the  Council 
be  paid  to  them  within  fourteen  days  after  such  removal) 
sell  the  same  as  they  think  proper. 


Wooden 
s-tiuctures 
not  to  lie 
( reeled 
witliout 
lice;i-e  of 
Council. 


84 — !•  No  person  shall  set  up  in  any  place  any  wooden 
structure  (unless  it  be  exempt  from  the  operation  of  this 
Part  of  this  Act)  except  hoardings  enclosing  vacant  land 
and  not  exceeding  in  any  part  twelve  feet  in  height, 
without  having  first  obtained  for  that  purpose  a  licen!^e 
from  the  Council,  and  the  license  may  contain  such  con- 
ditions with  respect  to  the  structure  and  the  time  f(jr 
which  it  is  to  be  permitted  to  continue  in  the  said  place 
as  the  Council  think  expedient. 

2.  Provided  that  a  license  shall  not  be  required  in  the 
ease  of  any  wooden  structure  of  a  movable  or  temporary 
character  erected  by  a  builder  for  his  use  during  the  con- 
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struct  ion,  alteration  or  repair  of  any  buildinor,  unless  the 
same  is  not  taken  down  or  removed  immediately  after 
such  construction,  alteration  or  repair. 

Provided  that  this  section  shall  not  extend  to  or  apply 
within  the  City,  or  to  any  hoarding  duly  licensed  hy  the 
local  authority  under  any  statutory  powers  in  that  behalt. 

85 — This  Part  of  this  Act  shall  not  apply  in  the  case  of  Piles  of  loose 
a  pile,  stack  or  store  of  timber  not  being  a  structure  affixed   regarXa'as 
or  fastened  to  the  ground.  structurts. 

36 — Structu'es  or  erections  erected  or  set  up  upon  the   a*  to 
premises   of    any    railway   company,    and    used    for    the   ^7^,',''",^ 
purposes  of  or  in  connection  with  the  traffic  of  such  railway   companies. 
company,  shall  be  exempt  from  the  operation  of  this  Part 
of  this  Act. 

Pakt  VIII. 

EIGHTS  OF  BUILDING   AND   ADJOINING 
OWNERS. 

87 — Where  lands  of  different  owners  adjoin  and  are  Higiiii^of 
unbuilt  on  at  the  line  of  junction,  and  either  owner  is  o«.".''?"^ 
about  to  build  on  any  part  of  the  line  of  junction,  the  fmds""^^ 
following  provisions  shall  have  effect : —  orertionof 

1.  If  the  building  owner  desire   to  build  a  party  wall   walls  on  Hue 

on   the    line   of  junction    he   may  serve   notice   "'J""''"""- 
thereof  on  the  adjoining  owner,  describing  the 
intended  wall : 

2.  If  the  adjoining  owner  consent  to  the  building  of  a 

party  wall,  the  wall  shall  be  built  half  on  the 
land  of  each  of  the  two  owners,  or  in  such  other 
position  as  may  be  agreed  between  the  two 
owners : 

3.  Tlie  expense  of  the  building  of  the  party  wall  shall 

be  from  time  to  time  defrayed  by  the  two  owners 
in  due  proportion,  regard  being  Lad  to  the  use 
made  and  which  maj'  be  made  of  the  wall  by  the 
two  owners  respectively  : 

4.  If  the  adjoining  owner  do  not  consent  to  the  building 

of  a  party  wall,  the  building  owner  shall  not 
build  the  wall  otherwise  than  as  an  external  wall 
placed  wholly  on  his  own  land  ; 
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5.  If  the  building  owner  do  not  desire  to  build  a  party 
wall  on  the  line  of  junction,  but  desires  to  build 
an  external  wall  placed  wholly  on  his  own  land, 
he   may  f^erve   notice  thereof  on  the  adjoining 
owner  describing  the  intended  wall : 
G.  Where  in  either  of  the  cases  aforesaid  the  building 
owner  proceeds  to  Inzild  an  external  wall  on  his 
own  .land,  he  shall  have  a  right  at  his  own  ex- 
pense, at  any  time  after  the  expiration  of  one 
month  from  the  seivice  of  the  notice,  to  place  on 
the  land  of  the  adjoining  owner,  below  the  level 
of  the  lowest  floor,  the  projecting  footings  of  the 
external  wall,  Avith  concrete  or  other  solid  sub- 
structure  thereunder,  making   compensation    to 
the  adjoining  owner  or  occupier  for  any  damage 
occasioned    there bj^   the   amount   of  such  com- 
pensation, if  any  ditference  arise,  to  be  determined 
in    the    manner   in   which    differences   between 
building  owners  and  adjoining  owners  are  herein- 
after directed  to  be  determined. 
Where  an  external  wall  is  built  against  another  external 
wall  or  against  a  party  wall,  it  shall   be  lawful   for  the 
district  surveyor  to  allow  the  footing  of  the  side  next  such 
other  external  or  party  wall  to  be  omitted. 

imiillln-^  .  88— The    building   owner  shall   have    the     following 

o'Aiier."         rights  in  relation  to  party  structures  (that  is  to  saj')  : — 

1.  A  right  to  make  good,  underpin  or  repair  any  party 

structure  which  is  defective  or  out  of  repair  : 

2.  A  right  to  ])ull  down  and  rebuild  any  party  structure 

Avhich  is  so  far  defective  or  out  of  repair  as  to 
make  it  necessary  or  desiralile  to  pull  it  down  : 

3.  A  right  to  pull  down  any  timber  or  other  partition 

which  divides  any  buildings  and  is  not  conform- 
able with  the  regulations  of  this  Act,  and  to 
build  instead  a  party  wall  conformable  tlioreto : 

4.  In  the  case  of  buildings  having  rooms  or  storeys,  the 

property  of  different  owners  intermixed,  a  right 
to  pull  down  such  of  the  said  rooms  or  storeys, 
or  any  part  thereof  as  are  not  built  in  conformity 
with  this  x\ct,  and  to  rebuild  the  same  in  con- 
formity with  this  Act: 
o.  In  the  case  of  buildings  connected  by  arches  or  com- 
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miinications  over  public  ways,  or  over  passages 
belonging  to  other  persons,  a  right  to  pull  clown 
such  of  the  said  buildings,  arches  or  communi- 
cations, or  such  parts  thereof,  as  are  not  built  in 
conformity  with  this  Act,  and  to  rebuild  the 
same  in  conformity  with  this  Act : 

6.  A  right  to  raise  and   underpin   any  party  structure 

permitted  by  this  Act  to  be  raised  or  under- 
pinned, or  any  external  w^all  built  against  such 
party  structure,  upon  condition  of  making  good 
all  damage  occasioned  thereby  to  the  adjoining 
premises,  or  to  the  internal  finishings  and 
decorations  thereof,  and  of  carrying  up  to  the 
reqxiisite  height  all  flues  and  chimney  stacks 
belonging  to  the  adjoining  owner,  on  or  against 
such  party  structure  or  external  wall : 

7.  A  riglit  to  pull   down  any  party  structure  which  is 

of  insufficient  strength  for  any  building  intended 
to  be  built,  and  to  rebuild  the  same  of  sufficient 
strength  for  the  above  purpose  Tipon  condition 
of  making  good  all  damage  occasioned  thereby 
to  the  adjoining  premises  or  to  the  internal 
finishings  and  decorations  thereof: 

8.  A  right  to  cut  into  any  party  structure  upon   con- 

dition of  making  good  all  damage  occasioned  to 
the  adjoining  premises  by  such  operation : 
0.  A  right  to  cut  away  any  footing  or  any  chimney 
breasts,  jambs  or  flues  projecting,  or  other  pro- 
jections from  any  party  wall  or  external  walls 
in  order  to  erect  an  external  wall  against  such 
party  wall,  or  for  any  other  jjurpot^e,  upon  con- 
dition of  making  good  all  damage  occasioned  to 
the  adjoining  premi.>^es  by  such  operation  : 

10.  A  right  to  cut  away  or  take  down  such  parts  of  any 

wall  or  building  of  an  adjoining  owner  as  may 
be  necessary  in  consequence  of  such  wall  or 
building  overhanging  the  ground  of  the  building 
owner,  in  order  to  erect  an  upright  wall  against 
the  same,  on  condition  of  making  good  any 
damage  sustained  by  the  wall  or  buikling  by 
reason  of  such  cutting  away  or  taking  down  : 

11,  A   right    to    perform    any    other   necessary   works 

incident  to  the  connection  of  a  party  structure 
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with  the  premises  adjoining  thereto.  But  tlie 
al)Ove  rights  shall  be  suLject  to  this  qualification, 
that  any  building  which  has  been  erected 
previously  to  the  date  of  the  commencement  of 
this  Act  shall  be  deemed  to  be  conformable  with 
the  provisions  of  this  Act  if  it  be  conformable 
with  the  provisions  of  the  Acts  of  Farliament 
regulating  buildings  in  London  before  the  com- 
mencement of  this  Act  : 
12.  A  right  to  raise  a  party  fence  wall,  or  to  pull  the 
same  down  and  rebuild  it  as  a  pai  ty  wall. 

89 — 1-  Where  a  building  owner  proposes  to  exercise  any 
of  the  foregoing  rights  with  respect  to  party  structures, 
the  adjoining  owner  may,  by  notice,  require  the  building 
owner  to  bu:ld  on  any  such  party  structure  such  chimney 
copings,  jambs,  or  breasts,  or  tlues,  or  such  piers  or  re- 
cesses, or  any  other  like  works  as  may  fairly  be  required 
for  the  convenience  of  such  adjoining  owner,  and  may  be 
specified  in  the  notice,  and  it  shall  be  the  duty  of  the 
building  owner  to  comply  with  such  requisition  in  all 
cases  where  the  execution  of  the  required  works  will  not 
be  injurious  to  the  building  owner,  or  cause  to  him  un- 
necessary inconvenience  or  unnecessary  delay  in  the 
exercise  of  his  right. 

'A.  Any  dirterence  that  arises  between  a  building  owner 
and  adjoining  owner  in  respect  of  the  execution  of  any 
such  works  shall  be  determined  in  manner  in  which  dif- 
ferences between  building  owners  and  adjoining  owners 
are  hereinafter  directed  to  be  determined. 

90 — 1-  A  building  owner  shall  not,  except  with  the 
consent  in  writing  of  the  adjoining  owner  and  of  the 
adjoining  occupiers,  or  in  cases  where  any  wall  or  party 
structure  is  dangerous  (in  which  cases  the  provisions  of 
Part  IX.  of  this  Act  shall  apply),  exercise  any  of  his  rights 
under  this  Act  in  respect  of  any  party  fence  wall,  unless 
at  least  one  month,  or  exercise  any  of  his  rights  under  tliis 
Act  in  relation  to  any  part}^  wall  or  party  structure  other 
than  a  party  fence  wall,  unless  at  least  two  months  before 
doing  so  he  has  served  on  the  adjoining  owner  a  party 
wall  or  party  structure  notice,  stating  the  nature  and  par- 
ticulars of  the  proposed  work,  and  the  time  at  which  the 
work  is  proposed  to  be  commenced. 
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2.  "When  a  Luilding  owner  in  the  exorcise  of  any  of  his 
rights  under  this  Part  of  the  Act  lays  open  any  part  of 
the  adjoining  land  or  building,  he  shall  at  his  own  expense 
make  and  maintain  for  a  proper  time  a  proper  hoarding 
and  shoring  or  temporary  construction  for  protection  of 
the  adjoining  land  or  building  and  the  security  of  the 
adjoining  occupier. 

3.  A  building  owner  shall  not  exercise  any  right  by  this 
Act  given  to  him  in  such  manner  or  at  such  time  as  to 
cause  unnecessary  inconvenience  to  the  adjoining  owner 
or  to  the  adjoining  occupier. 

4.  A  party  wall  or  structure  notice  shall  not  be  avail- 
able for  the  exercise  of  any  right  unless  the  work  to  which 
the  notice  relates  is  begun  within  six  months  after  the 
service  thereof  and  is  prosecuted  with  due  diligence. 

5.  "Within  one  month  after  receipt  of  such  notice  the 
adjoining  owner  may  serve  on  the  building  owner  a  notice 
requiring  him  to  build  on  any  such  party  structure  any 
works  to  the  construction  of  which  he  is  hereinbefore 
declared  to  be  entitled. 

6.  The  last-mentioned  notice  shall  specify  the  works 
required  by  the  adjoining  owner  for  his  convenience,  and 
shall,  if  necessary,  be  accompanied  by  explanatory  plans 
and  drawings. 

7.  If  either  owner  do  not  within  fourteen  days  after  the 
service  on  him  of  any  notice  express  his  consent  thereto 
he  shall  be  considered  as  having  dissented  therefrom,  and 
thereupon  a  difference  shall  be  deemed  to  have  arisen 
between  the  building  owner  and  the  adjoining  owner. 

91 — 1.  In  all  cases  not  specially  provided  for  by  this  settifinpnt 
Act  where  a  difference  arises  between  a  building  owner   ^tw'^n^'"^^ 
and  adjoining  owner  in  respect  of  any  matter  arising  with   buiidinaand 
reference  to  any  work  to  which  any  notice  given  under 
this  Part  of  this  Act  relates,  unless  both  parties  concur  in 
the  appointment  of  one  surveyor  they  shall  each  appoint 
a  surveyor,  and  the  two  survej^ors  so  appointed  shall  select 
a  third  surve3'or,  and  such  one  surveyor  or  three  surveyors 
or  any  two  of  them   shall  settle  any  matter  from  time  to 
time  during  the    continuance  of  any  work   to  which  the 
notice  relates  in  dispute  between  such  building  and  ad- 
joining  owner,    with    power  }ty    his   or   their   award    to 
determine  the  ri<z;ht  to  do  and  the  time  and  manner  of 


adjoining 
owners. 
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doing  any  worlc,  and  generally  an}^  other  matter  arising 
out  of  or  incidental  to  such  difterence,  but  any  time  so 
appointed  for  doing  any  work  shall  not,  unless  otherwise 
agreed,  commence  until  after  the  expiration  of  the  period 
by  this  Part  of  this  Act  prescribed  for  the  notice  in  the 
particular  case. 

2.  Any  award  given  by  such  one  surveyor  or  by  such 
three  surveyors,  or  by  any  two  of  them  shall  be  conclusive, 
and  shall  not  be  questioned  in  any  court  with  this  excep- 
tion, that  either  of  the  parties  to  the  difference  may  appeal 
therefrom  to  the  county  court  within  fourteen  days  from 
the  date  of  the  delivery  of  the  award,  and  the  county  court 
may,  subject  as  hereafter  in  this  section  mentioned,  rescind 
the  award  or  modify  it  in  such  manner  as  it  thinks  just. 

3.  If  either  party  to  the  difference  make  default  in 
appointing  a  surveyor  fur  ten  days  after  notice  has  been 
served  on  him  by  the  other  party  to  make  such  appoint- 
ment, the  party  giving  the  notice  may  make  the  appoint- 
ment in  the  place  of  the  party  so  making  default. 

4.  The  costs  incurred  in  making  or  obtaining  the  award 
shall  be  paid  by  such  i^arty  as  the  surveyor  or  surveyors 
determine. 

5.  If  the  appellant  from  any  such  award  on  appearing 
before  the  county  court  declare  his  unwillingness  to  have 
the  matter  decided  by  tliat  court,  and  prove  to  the  satis- 
faction of  the  judge  of  that  court  that  in  the  event  of  the 
matter  being  decided  against  him  he  will  be  liable  to  pay 
a  sum  exclusive  of  costs  exceeding  lifty  jwunds,  and  gives 
security  to  be  ajiju-ovcd  by  the  judge  duly  to  prosecute  his 
appeal  and  to  abide  the  event  thereof,  all  proceedings  in 
the  C(junty  court  shall  thereupon  be  stayed,  and  the 
appellant  may  bring  an  action  in  the  High  Court  against 
the  otlier  party  to  the  diiference. 

G.  The  plaintiff  in  such  action  shall  deliver  to  the 
defendants  an  issue  whereby  the  matters  in  difference 
between  them  may  be  tried,  and  the  form  of  such  issue  in 
case  of  dispute  or  in  case  of  the  non-appearance  of  the 
defendant  shall  be  settled  by  the  High  Court,  and  such 
action  .'^hall  be  prosecuted  and  issue  tried  in  the  same 
manner  and  subject  to  the  same  incidents  in  and  subject 
to  which  actions  are  prosecuted  and  issues  tried  in  other 
cases  within  the  jurisdiction  of  the  High  Court,  or  as  near 
thereto  as  circumstances  admit. 
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7.  If  the  parties  to  any  such  action  agree  as  to  the  facts, 
a  special  case  may  be  stated  for  the  opinion  of  the  High 
Court,  and  any  case  so  stated  may  be  brought  before  the 
court  in  like  manner  and  subject  to  the  same  incidents  in, 
and  subject  to  which  other  special  cases  are  brouglit  befuie 
such  court,  or  as  near  thereto  as  circumstances  admit,  and 
any  costs  that  may  have  been  incurred  in  the  county  court 
by  the  parties  to  such  action  as  is  mentioned  in  this  section 
shall  be  deemed  to  be  costs  incurred  in  such  action,  and  be 
payable  accordingly. 

8.  Where  both  parties  to  the  difference  have  concurred 
in  the  appointment  of  one  surveyor  for  the  settlement  of 
such  difference,  then  if  such  surveyor  refuse  or  for  seven 
days  neglect  to  act,  or  die,  or  become  incapable  to  act  before 
he  has  made  his  award,  the  matters  in  dispute  shall  be 
determined  in  the  same  manner  as  if  such  single  surveyor 
had  not  been  appointed. 

9.  Where  each  party  to  the  difference  has  appointed  a 
surveyor  for  the  settlement  of  the  difference,  and  a  third 
surveyor  has  been  selected,  then  if  such  third  surveyor 
refuse,  or  for  for  seven  days  neglect  to  act,  or  befure  such 
difference  is  settled  die,  or  become  incapable  to  act,  the  two 
surveyors  shall  forthwith  select  another  third  surveyor  in 
his  place,  and  every  third  surveyor  so  selected  as  last 
aforesaid,  shall  have  the  same  powers  and  authorities  as 
were  vested  in  his  predecessor. 

10.  Where  each  party  to  the  difference  has  appointed  a 
surveyor  for  the  settlement  of  the  ditierence,  then  if  the 
two  surveyors  so  appointed  refuse  or  for  seven  daj^s  after 
request  of  eithc  r  party  neglect  to  select  a  third  surveyor, 
or  another  third  surveyor  in  the  event  of  tlie  refusal  or 
neglect  to  act,  death  or  incapacity  of  the  third  surveyor, 
for  the  time  being,  a  Secretary  of  State  may  on  the 
application  of  either  party  select  some  fit  person  to  act  as 
third  surveyor,  and  every  surveyor  so  selected  shall  have 
the  same  powers  antl  authorities  as  if  he  had  been  selected 
by  the  two  surveyors  appointed  l)y  the  parties. 

11.  Where  each  party  to  the  difference  has  appointed  a 
surveyor  for  the  settlement  of  the  difference,  then  if  before 
such  difference  is  settled  either  survej^or  so  appointed  die 
or  become  incapable  to  act,  the  party  by  whom  such  sur- 
veyor was  appointed  may  appoint  in  writing  some  other 
surveyor  to  act  in  his  place,  and  if  for  the  space  of  seven 
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days  after  notice  served  on  hiin  l)y  the  other  party  for 
tliat  pur2:)ose  he  fail  to  do  so  the  other  surveyor  may 
proceed  ex  parte,  and  the  decision  of  snch  other  surveyor 
shall  be  as  eifectual  as  if  he  had  been  a  single  surveyor  in 
whose  appointment  l)oth  parties  had  concurred,  and  every 
surveyor  so  to  be  substituted  as  aforesaid  shall  have  the 
same  powers  and  authorities  as  were  vested  in  the  former 
surveyor  at  the  time  of  his  death  or  disability  as  afore- 
said. 

12.  Where  each  party  1o  the  difference  has  appointed  a 
surveyor  for  the  settlement  of  the  difference,  then  if  either 
of  the  surveyors  refuse  or  for  seven  days  neglect  to  act,  the 
other  surveyor  may  proceed  ex  parte  and  the  decision  of 
such  other  surveyor  shall  l)e  as  effectual  as  if  he  had  been 
a  single  surveyor  in  whose  appointment  both  parties  had 
concurred. 

Power  for  92 — A  building  owner,  his  servants,  agents  and  work- 

o«n!r"to         men  at  all  usual  times  of  working  may  enter  and  remain 
ent.r  on  any  premises  for  the  purpose  of  executing,  and  may 

piemises.  exccvite,  any  work  which  he  has  become  entitled  or  is 
required  in  pursuance  of  this  Act  to  execute,  removing  any 
furniture  or  doing  any  other  thing  which  may  be  necessary, 
and  if  tlie  premises  are  closed  he  and  they  may,  accom- 
panied by  a  constable  or  other  officer  of  the  peace,  break 
open  any  fences  or  doors  in  order  to  effect  such  entry : 

Provided  that  before  entering  on  any  premises  for  the 
purposes  of  this  section  the  building  owner  shall,  except 
in  the  case  of  emergency,  give  fourteen  days'  notice  of  his 
intention  so  to  do  to  the  owner  and  occupier,  and  in  case 
of  emergency  shall  give  such  notice  as  may  be  reasonably 
practicable. 

nuiidinR  93 — Where  a  building  owner  intends  to  erect  within 

underpin  ten  feet  of  a  building  belonging  to  an  adjoining  owner  a 
a.ij  imng  l)uilding  or  structure,  any  part  of  which  within  such  ten 
building.  feet  extends  to  a  lower  level  than  the  foundations  of  the 
building  belonging  to  the  adjoining  owner,  he  may,  and  if 
required  by  the  adjoining  owner,  shall  (subject  as  herein- 
after provided)  underpin  or  otherwise  strengthen  the 
foundations  of  the  said  building  so  far  as  may  be  necessary, 
and  the  following  provisions  shall  have  effect : — 

1.  At  least  two  months'  notice  in  writing  shall  be  given 
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l)y  the  building  owner  to  the  adjoining  owner, 
stating  his  intention  to  buihl  and  whether  he 
proposes  to  underpin  or  otherwise  strengthen 
the  foundations  of  the  said  buihling,  and  such 
notice  shall  be  accompanied  by  a  plan  and 
sections  showing  the  site  of  the  proposed  build- 
ing and  the  depth  to  which  he  pi'oposes  to 
excavate : 

2.  If  the  adjoining  owner  shall,  within  fourteen  days 

after  being  served  with  such  notice,  give  a 
counter-notice  in  writing  that  he  disputes  the 
necessity  of  or  require  such  underpinning  or 
strengthening,  a  diiference  shall  be  deemed  to 
have  arisen  between  the  building  owner  and  the 
adjoining  owner: 

3.  The  building  owner  shall  be  liable  to  compensate 

the  adjoining  owner  and  occupier  for  any  incon- 
venience, loss  or  damage  which  may  result  to 
them  by  reason  of  the  exercise  of  the  powers 
conferred  by  this  section  : 

4.  Nothing  in  this  section  contained  shall  relieve  the 

building  owmer  from  any  liability  to  which  he 
would  other^vise  be  subject  in  case  of  injury 
caused  by  his  building  operations  to  the  adjoin- 
ing owner. 

94 — An  adjoining  owner  may  if  he  think  fit  by  notice    Security  to 
in  writing  require  the  building  owner  (before  commencing   buifdlng  "'^ 
any  work  which  he  may  be  authorised  by  this  Pait  of  owner  and 
this  Act  to  execute)  to  give  such  security  as  may  be  agreed  ^J;;^^;"^ 
upon  or  in  case  of  difference  may  be  settled  by  the  Judge 
of  the  County  Court  for  the  payment  of  all  such  expenses, 
costs  and  compensation  in  respect  of  the  work  as  may  be 
payable  by  the  building  owner. 

The  building  owner  may  if  ho  think  fit,  at  any  time 
after  service  on  him  of  a  party  wall  or  party  structure 
requisition  by  the  adjoining  owner,  and  before  beginning 
a  work  to  which  the  requisition  relates,  but  not  afterwards, 
serve  a  counter-requisition  on  the  adjoining  owner  requir- 
ing him  to  give  such  security  for  payment  of  the  expenses, 
co.^ts  and  compensation  for  which  he  is  or  will  be  liable 
as  may  be  agreed  upon  or  in  case  of  difference  may  be 
settled  as  aforesaid. 
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If  the  adjoining  owner  do  not  within  one  month  after 
service  of  that  counter-requisition  give  security  accord- 
ingly, he  shall  at  the  end  of  that  month  he  deemed  to 
have  ceased  to  be  entitled  to  compliance  with  his  party 
wall  or  party  structure  requisition,  and  the  building 
owner  may  proceed  as  if  no  party  wall  or  party  structure 
requisition  had  been  served  on  him  by  the  adjoining 
owner. 

ituiesas  to  g«| — 1,  As  to  expenses  to  be  borne  jointly  by  the  build- 

reJpoctof "'      ing  owner  and  adjoining  owner  : — 

P'lrty  (fA  If  any  party  structure  be  defective  or  out  of 

structures.  ^^  -ii  j?i-  l  i 

repair  the  expense  ot  making  good,  under- 
pinning or  repairing  the  same  shall  be  borne 
by  the  building  owner  and  adjoining  owner  in 
due  pro]tortion,  regard  being  had  to  the  use 
that  each  owner  makes  or  may  make  of  the 
structure ; 
(h)  If  any  party  structure  be  pulled  down  and 
rebuilt  by  reason  of  its  being  so  far  defective 
or  out  of  repair  as  to  make  it  necessary  or 
desirable  to  pull  it  down,  the  expense  of  such 
pulling  down  and  rebuilding  shall  be  boine 
by  the  building  owner  and  adjoining  owner 
in  due  proportion,  regard  bei^g  had  to  the  use 
that  each  owner  may  make  of  the  structure ; 

(c)  If  any  timber    or    other   partition  dividing  a 

building  be  piilled  down  in  exercise  of  the 
right  by  tiiis  Part  of  this  Act  vested  in  a 
building  owner,  and  a  party  structure  be  built 
instead  thereof,  the  expense  of  building  such 
party  structure,  and  also  of  building  any 
additional  party  structures  that  may  be  re- 
quired by  reason  of  the  partition  having  been 
pulled  down,  shall  be  borne  by  the  building 
owner  and  adjoining  owner  in  due  proportion, 
regard  being  had  to  the  use  that  each  owner 
may  make  of  the  partj'  structure  and  to  the 
thickness  required  for  support  of  the  respective 
buildings  ]5arted  thereby ; 

(d)  If  any  rooms  or  storeys  or  any  parts  thereof, 

the  property  of  different  owners  and  inter- 
mixed   in    any   building,   bo   pulled   down   in 
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pursuance  of  the  right  by  this  Part  of  this  Act 
vested  in  a  building  owner  and  be  rebuilt  in 
conformitj^  with  this  Act,  the  expense  of  such 
pulling  down  and  rebuilding  shall  be  borne  by 
the  building  owner  and  adjoining  owner  in 
due  proportion,  regard  being  had  to  the  use 
that  each  owner  may  make  of  such  rooms  or 
storeys ; 

(e)  If  any  arches  or  communications  over  public 
ways,  or  over  passages  belonging  to  other 
persons  than  the  owners  of  the  buildings  con- 
nected by  such  arches  or  communications  or 
any  parts  thereof,  be  pulled  down  in  pursuance 
of  the  right  by  this  Part  of  this  Act  vested  in 
a  building  owner  and  be  rebuilt  in  conformity 
with  this  Act,  the  expense  of  such  pulling 
down  and  rebuilding  shall  be  borne  by  the 
building  owner  and  adjoining  owner  in  due 
proportion,  regard  being  had  to  the  use  that 
each  owner  may  make  of  such  arches  or  com- 
munications. 
2.  As  to  expenses  to  be  borne  by  the  building  owner :  — 

(a)  If  any  party  structure  or  any  external  wall 
built  against  another  external  wall  be  raised 
or  underpinned,  in  pur.suance  of  the  power  by 
tliis  Part  of  this  Act  vested  in  a  building 
owner,  the  expense  of  raising  or  underpinning 
the  same,  and  of  making  good  all  dimage 
occasioned  thereby,  and  of  carrying  up  to  the 
requisite  height  all  such  flues  and  chimney- 
stacks  belonging  to  the  adjoining  owner  on  or 
against  any  such  party  structure  or  external 
wall  as  are  by  this  Part  of  this  Act  required 
to  be  made  good  and  carried  up,  shall  be  borne 
by  the  building  owner ; 

(h)  If  an}'  party  structure  which  is  of  proper 
materials  and  sound,  or  not  so  far  defective  or 
out  of  repair  as  to  make  it  necessary  or  desir- 
able to  pull  it  down,  be  pulled  down  and 
rebuilt  by  the  building  owner,  the  expense  of 
pulling  down  and  rebuilding  the  same  and  of 
inaking  good  any  damage  by  this  Part  of  this 
Act   required    to    be    made    good,    and    a    fair 

n 
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allowance  in   respect  of  the   disfiirbance   and 
inconvenience  caused  to  the  adjoining  owner, 
shall  be  borne  by  the  building  owner ; 
(c)  If  any  party  structijre  be  cut  into  by  the  build- 
ing  owner,  the   expense  of  cutting   into  the 
same  and  of  making  good  any  damage  by  this 
Part  of  this  Act   required  to  be  made  good 
shall  be  borne  by  such  building  owner; 
id)  If  any  footing,  chimney-breast,  jambs  or  floor  be 
cTit  away  in  pui'suance  of  the  powers  by  this 
Part  of  this  Act  vested  in  a  building  owner, 
the   expense   of    such    cutting   away    and    of 
making  good  any  damage  by  this  Part  of  this 
Act  required  to  be  made  good  shall  be  borne 
by  the  building  owner; 
(e)  If  any  party  fence  wall  be  raised  for  a  building, 
the  expense  of  raising  sTTch  wall  shall  be  borne 
by  the  building  owner  ; 
(/)  If  any  party  ience  wall  be  pulled  down  and 
built  as  a  party  wall,  the  expense  of  pulling 
down  such  party  fence  wall  and  building  the 
same  as  a  party  wall   shall  be  borne  by  the 
building  owner. 
If  at  any  time  the  adjoining  owner  make  use  of  any 
party  structure   or  external    wall    (or    any   part  thereof) 
raised  or  underpinned  as  aforesaid,  or  of  any  party  fence 
wall  pulled  down  and  built  as  a  ]mrty  wall  (or  any  part 
thereof),  bej'ond  the  use  thereof  made  by  him  before  the 
alteration,  there  shall  be  borne  by  the  adjoining  owner 
from  time  to  time  a  due  proportion  of  the  expenses  (having 
regard  to  the  use   that    the  adjoining  owner  nxaj  make 
thereof) : — 

(i.)  Of  raising  or  underpinning  such  party  structure 
or  external  wall,  and  of  making  good  all  such 
damage  occasioned  thereby  to  the  adjoining 
owner,  and  of  carrying  up  to  the  requisite 
height,  all  such  flues  and  chimne^'-stacks 
belonging  to  the  adjoining  owner  on  or 
against  any  such  party  structure  or  external 
wail  as  aie  by  this  Part  of  ihis  Act  required 
to  be  made  good  and  carried  up ; 
(ii.)  Of  pulling  down  and  building  such  party  fence 
wall  as  a  party  wall. 
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96 — Within   one  month  after  the  completion  of   any   Account  of 
work  which  a  btiikling  owner  is  by  this  Fart  of  this  Act   be'^J'Jiiverrd 
authorised  and  required  to  execute,  and  the  expense  of  to  adjoining 
which  is  in  whole  or  in  part  to  be  borne  by  an  adjoining 
owner,  the  building  owner  shall  deliver  to  the  adjoining 
owner  an  account  in  writing  of  the  particulars  and  ex- 
pense   of   the  work,  specifying  any  deduction  to  which 
such  adjoining  owner  or  other  person  may  be  entitled  in 
respect  of  old  materials  or  in  other  respects,  and  every 
such  work  shall  be  estimated  and  valued  at  fair  average 
rates  and  prices,  according  to  the  nature  of  the  work  and 
the  locality  and  the  market  price  of  materials  and  labour 
at  the  time. 

97 — -A-t  any  time  within  one  month  after  the  delivery   Adjoining 
of  tlie  said  account,  the  adjoining  owner,   if  dissatisfied   objectto*^ 
therewith,  may  declare  his  dissatisfaction  to  the  building   account, 
owner   by  notice  in  writing,   sei  ved  by  himself  or  his 
agent,  and  specifying  his  objection  thereto,  and  thereupon 
a  difference  shall  be  deemed  to  have  arisen  between  the 
parties,  and  shall  be  determined  in  manner  herein-before 
in  this  Part  of  this  Act  provided  for  the  settlement  of 
differences  between  building  and  adjoining  owners. 

98 — If  within  the  said  period  of  one  month   the  ad-   Bu.iding 
joining   owner   do    not   declare    in  the    said  manner  his   recover"?? 
dissatisfaction  with  the  account,  he  shall  be  deemed  to   """pp^"' 
have    accepted    the   same,    and   shall   pay    the    same    on 
demand  to  the  party  delivering  the  account,  and  if  ho 
fail  to  do  so  the  amount  so  due  may  be  recovered  as  a 
debt. 


99 — Where  the  adjoining  owner  is  liable  to  contribute 
to  the  expenses  of  building  any  part}'  structure,  then 
until  such  contribution  is  paid  the  building  owner  at 
whose  exfiense  the  same  was  built  shall  stand  possessed 
of  the  sole  property  in  the  structure. 

100 — The  adjoining  owner  shall  be  liable  for  all  ex- 
penses incurred  on  his  recjuisition  by  the  building  owner, 
and  in  default  payment  of  the  same  may  be  recovered 
from  him  as  a  debt. 

101 — Nothing  in  this  Act  shall  authorise  any  inter- 
ference with  an  easement  of  light  or  other  easements  in  or 
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relating;  to  a  party  wall,  or  take  away,  abridge  or  pre- 
judicially affect  any  right  of  any  person  to  preserve  or 
i-estore  any  liglit  or  other  thing  in  or  connected  with  a 
party  wall,  in  case  of  the  party  wall  being  pulled  down  or 
rebuilt. 

Part  IX. 
DANGEROUS  AND  NEGLECTED   STRUCTUEES. 

Dangerous  Structures. 

iwean-ng  of         102 — 111  tliis  Part  of  this  Act  the  expression  "  struc- 
ftruaure.        ^j^^e  "  includes  any  building,  wall  or  other  structure,  and 

anything  affixed  to  or  projecting  from  any  building,  wall 

or  other  structure. 

Purvey  to  103 — 1-  Where  it  is  made  kno^ni  to  the  Council  that 

bH^niade  of      ^y^y  structure  is  in  a  dangerous  state,  the  Council  shall 
ftrul'tures.      require  a  survey  of  sxich  structure   to  be  made  by  the 
district  surveyor  or  by  some  other  competent  surveyor. 

2.  For  the  pi;rposes  of  this  Part  of  this  Act  the  expres- 
sion "district  surveyor"  shall  be  deemed  to  include  any 
surveyor  so  appointed. 

3.  The  district  surveyor  shall  make  known  to  the 
Council  any  information  which  he  may  receive  with 
respect  to  any  structure  being  in  a  dangerous  state. 

4.  It  shall  be  lawful  for  the  district  surveyor  to  enter 
into  any  structure,  or  upon  any  land  upon  which  any 
stiucture  is  situate,  for  the  purpose  of  making  a  survey  of 
such  structure. 

KiT.ctof  104 — In   cases   where   any    such    structure   is  situate 

li.is  I'art  of  within  the  City,  this  Part  of  this  Act  relating  to  dangerous 
^'p  riJl^'°  structures  shall  he  read  as  if  tlie  Commissioners  of  Sewers 
were  named  therein  instead  of  the  Council,  and  all  costs 
and  expenses  of,  and  all  payments  hereby  directed  to  be 
made  by  or  to  such  Commissioners,  shall  be  made  by  or  to 
the  Chamberlain  of  the  City  out  of  or  to  the  consolidated 
rate  made  by  such  Commissioners,  in  the  same  manner  as 
payments  are  made  by  or  to  such  Chamberlain  in  the 
ordinary  course  of  his  business. 

Surveyor  105 — ITpon  the  Completion  of  his  siirvcy  the  district 
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surveyor  employed  shall  certify  to  the  Council  his  opinion 
as  to  the  state  of  the  structure, 

106 — If  the  certificate  is  to  the  eifect  that  the  structure   Notice  to  i.s 
is  not  in  a  dangerous  state  no  further  proceeding  shall  be   ^|vn"r'ili 
had  in  respect  thereof,  but  if  it  is  to  the  effect  that  the   'espect  of 
same  is  in  a  dangerous  state  the  Council  may  cause  the   '=''"''^''*^*'- 
same  to  be  shored  up  or  otherwise  secured,  and  a  proper 
hoard  or  fence  to  be  put  up  for  the  protection  of  passen- 
gers, and  shall  cause  notice  to  be  served  on  the  owner  or 
occupier  of  the  structure  requiring  him  forthwith  to  take 
down,  secure  or  repair  the  same  as  the  case  requires. 

107 — 1-  If  the  owaier  or  occupier  on  whom  the  notice   Proreedings 
is  served  fail  to  cou)ply  as  speedily  as  the  nature  of  the   t"™rorce^ 

•  .T      ,■,     "^  .    '  "^  .  ,  complianci- 

case  permits  with  the  notice,  a  petty  sessional  court,  on  with  notice. 
complaint  by  the  Council,  may  order  the  owner  to  take 
down,  repair  or  otherwise  secure,  to  the  satisfaction  of  the 
district  surveyor,  the  structure,  or  such  part  thereof  as 
appears  to  the  court  to  be  in  a  dangerous  state,  within  a 
time  to  be  fixed  by  the  order,  and  if  the  same  be  not  taken 
down,  repaired  or  otherwise  secured  within  the  time  so 
limited,  the  Council  may  with  all  convenient  speed  cause 
all  or  so  much  of  the  structure  as  is  in  a  dangerous  con- 
dition to  be  taken  down,  repaired  or  otherwise  secured  in 
such  manner  as  may  be  requisite  : 

Provided  that  if  the  owner  of  the  structure  dispute  the 
necessity  of  any  of  the  requisitions  comprised  in  the 
notice,  he  may  by  notice  in  writing  to  the  Council,  within 
seven  days  from  the  service  of  the  notice  upon  himself, 
require  that  the  subject  shall  be  referred  to  arbitration. 

y.  In  case  the  owner  require  arbitration,  he  may  at  the 
time  of  giving  such  notice  appoint  an  independent  sur- 
veyor to  report  on  the  condition  of  the  structure  in  con- 
junction with  the  district  surveyor,  within  seven  days  of 
the  receipt  by  the  Council  of  the  notice  of  appointment 
of  the  owner's  surveyor,  and  all  questions  of  fact  or 
matters  in  dispute  which  cannot  be  agreed  between  the 
owner's  surveyor  and  the  district  surveyor  shall  be  re- 
ferred for  final  decision  to  a  third  surveyor,  who  shall 
(before  the  owner's  surveyor  and  the  district  surveyor 
enter  upon  the  discussion  of  the  question  in  dispute)  have 
been  appointed  to  act  as  arbitrator  by  such  two  surveyors, 
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or,  in  the  event  of  their  disagreeing,  by  a  petty  sessional 
court  on  the  application  of  either  of  them  : 

►Such  arbitrator  shall  make  his  award  within  fourteen 
daj'S. 

'6.  The  notice  served  by  the  Council  shall  be  discharged, 
amended  or  confirmed  in  accordance  with  the  decision  of 
the  two  surveyors,  or  the  arbitrator,  as  the  case  may  be. 

4.  Unless  the  arbitrator  otherwise  direct,  the  costs  of 
and  incident  to  the  determination  by  the  two  surveyors 
or  the  arbitrator  of  the  question  in  dispute  shall  be  borne 
and  paid,  in  the  event  of  such  determination  being  adverse 
to  the  contention  of  the  district  surveyor,  by  the  Council, 
or,  in  the  event  of  such  determination  being  adverse  to 
the  contention  of  the  owner's  surveyor,  by  the  owner. 

108 — Notwithstanding  any  such  notice  requiring  arbi- 
tration as  aforesaid,  a  petty  sessional  court  on  application 
by  the  Council  may,  if  of  opinion  that  the  structure  is  in 
such  a  dangerous  condition  as  to  require  immediate  treat- 
ment, make  any  order  which  such  court  may  think  fit 
with  respect  to  the  taking  down,  repairing  or  otherwise 
securing  the  structure. 

109 — 1-  All  expenses  incurred  by  the  Council  in  rela- 
tion to  the  obtaining  of  any  order  as  to  a  dangerous 
structure,  and  carrying  the  same  into  efiect  under  this 
Part  of  this  Act,  shall  be  paid  by  the  owner  of  the  struc- 
ture, but  without  prejudice  to  his  right  to  recover  the 
same  from  any  person  liable  to  the  expenses  of  repairs. 

2.  If  the  owner  cannot  be  found,  or  if  on  demand  he 
refuse  or  neglect  to  pay  the  said  expenses,  the  Council, 
after  serving  on  him  three  months'  notice  of  their  inten- 
tion to  do  so,  may,  if  in  their  discretion  they  think  fit, 
sell  the  structure,  but  they  shall,  after  dediicting  from  the 
proceeds  of  the  sale  the  amount  of  all  expenses  incurred 
by  them,  pay  the  surplus  (if  any)  to  the  owner  on 
demand. 

110 — Where  under  this  Part  of  this  Act  any  dangerous 
structure  is  sold  for  payment  of  expenses  incurred  in 
respect  thereof  by  the  Council,  the  purchaser,  his  agents 
and  servants,  may  enter  upon  the  land  whereon  the  struc- 
ture is  standing  for  the  purpose  of  taking  down  the  same, 
and  of  removiug  the  materials  of  which  it  is  constructed. 
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111 — Where  the  proceeds  of  the  sale  of  any  such  stiuc-  Jfprorefds 

ture  are  insufficient  to  repay  to  the  Council  the  amount  of  iand'ij!^,'t"°u' 

the  expenses  incurred  by  them  in  respect  of  such  stvuc-  bebuiiton 

ture,  no  part  of  the  land  whereon  the  structure  stands  or  p'aid.**"^ 
stood  shall  be  built  upon  until  after  the  balaace  due  to 
the  Council  in  respect  of  the  structure  has  been  paid. 

112 — If  the  materials  are  not  sold  by  the  Council,  or  if  Recovery  or 
the  proceeds  of  the  sale  are  insufficient  to  defray  the  said 
exj>enses,  the  Council  may  recover  the  expenses  or  tUe 
balance  thereof  from  the  owner  of  the  building,  together 
with  all  costs  in  respect  thereof,  in  a  summary  manner. 

113 — 1-  There  shall  be  paid  to  the  district  surveyor  in   Fees  10 
respect  of  his  services  under  this  Part  of  this  Act  in  re-   ^"'"'^^'"'• 
lation   to  any  dangerous  structures,  the  fees  specified  in 
Part  IT.  of  the  Third  Schedule  to  this  Act. 

2.  Provided  that  if  any  special  service  is  required  to  be 
performed  by  the  district  surveyor  under  this  Fart  of  this 
Act  for  which  no  fee  is  specified  in  the  said  schedule,  the 
Council  may  order  such  fee  to  be  paid  for  that  service  as 
they  think  fit. 

3.  All  fees  paid  to  any  surveyor  by  virtue  of  this 
section  shall  be  deemed  to  be  expenses  incurred  by  the 
Council  in  the  matter  of  the  dangerous  structure  in 
respect  of  which  such  fees  are  paid,  and  shall  be  recover- 
able by  them  from  the  owner  accordingly, 

114 — Where  a  structure  has  been  certified  by  a  district   Power  to 
surveyor  to  be  dangei  ous  to  its  inmates,  a  petty  sessional   mates  from 
court  may,  if  .satisfied  of  the  correctness  of  the  certificate,  dangerous 
upon  the  application  of  the  Council,  by  order  direct  that 
any  inmates  of  such  structure  be  removed  therefrom  by 
a  constable  or  other  peace  officer,  and  if  they  have  no 
other  abode  he  may  require  that  they  be  received  into 
the  workhouse  for  the   place  in   which  the  btructure  is 
situate. 

Neglected  Structures. 

115 — !•  Where  a  structure  is  ruinous,  or  so  far  dilapi-  Uemovai  or 

dated  as  thereby  to  have  become  and  to  be  unfit  for  use  ^I'.'d''"' ''"^'' 

or  occupation,  or  is  from  neglect  or  otherwise  in  a  sfruc-  netiiect.ii 

tural  condition  prejudicial  to  the  property  in  or  the  inhabi-  "'   "'^''' 
tants  of  the  neighbourhood,    a  petty  sessional  court,  on 
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complaint  by  the  Council,  may  order  the  owner  to  take 
down  or  repair  or  rebuild  such  structure  (in  this  Act  re- 
ferred to  as  a  neglected  structure),  or  any  part  thereof, 
or  to  fence  in  the  ground  upon  which  it  stands  or  any 
part  thereof,  or  otherwise  to  put  the  same  or  any  part 
thereof  into  a  state  of  repair  and  good  condition  to  the 
satisfaction  of  the  Council  within  a  reasonalde  time  to  be 
fixed  by  the  order,  and  maj^  also  make  an  order  for  the 
costs  incurred  up  to  the  time  of  the  hearing. 

2.  If  the  order  is  not  obeyed,  the  Council  may  with  all 
convenient  speed  enter  upon  the  neglected  structure  or 
such  ground  as  aforesaid  and  execute  the  order. 

3.  Where  the  order  directs  the  taking  down  of  a  neg- 
lected structure  or  any  part  thereof,  the  Council  in  execu- 
ting the  order  may  remove  the  materials  to  a  conA^enient 
place,  and  (unless  the  expenses  of  the  Council  under  this 
section  in  relation  to  such  structure  are  paid  to  them 
within  foi;rteen  days  after  such  removal)  sell  the  same  if 
and  as  they  in  their  dis<;retion  think  fit. 

4.  All  expenses  incurred  by  the  Council  under  this 
section  in  relation  to  a  neglected  stnacture  may  be  de- 
ducted by  the  Council  out  of  the  proceeds  of  the  sale,  and 
the  surplus  (if  any)  shall  be  paid  b}^  the  Council  on  de- 
mand to  the  owner  of  the  structure,  and  if  such  neglected 
structure  or  some  part  thereof  is  not  taken  down  and  such 
materials  are  not  sold  by  the  Council,  or  if  the  proceeds  of 
the  sale  are  insufficient  to  defray  the  said  expenses,  the 
Council  may  recover  such  expenses  or  such  insufficiency 
from  the  owner  of  the  structure,  together  with  all  costs  in 
respect  thereof,  in  a  summary  manner,  but  without  preju- 
dice to  his  riglit  to  recover  the  same  from  any  lessee  or 
other  person  liable  to  the  exjienses  of  repairs. 


Supplemental  as  to  DarKjerous  and  Neglected  Structures. 

I'ro virion  for       116 — !•  Where  the  Council  have  incurred  any  expenses 

'"clr-n'i'ent       ^^  respect  of  any  dangerous  or  neglected  structure,  and 

ofcxivnss     have   not  been  paid    or  have  not  recovered  tlie  same,    a 

Council'  ''^     potty  sessional  cnui-t,  on  complaint  by  the  Council,  may 

make  an  order  fixing  the  amount  of  such  exjienses  and  the 

costs  of  the  proceedings  before  such   petty  sessional  court, 

and  directing  that  no  part  of  the  laud  upon  which  such 
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dangerous  or  neglected  structure  stands  or  stood  shall  be 
built  upon,  or  that  no  part  of  such  dangerous  or  neglected 
structure  if  repaired  or  rebuilt  shall  be  let  for  occupation 
until  after  payment  to  the  Council  of  the  said  amount, 
and  thereupon,  and  until  payment  to  the  Council  of  the 
said  amount,  no  part  of  such  land  shall  be  builr  upon,  and 
no  part  of  such  dangerous  or  neglected  structure  so  re' 
paired  or  rebuilt  shall  be  let  for  occupation. 

2.  Every  such  order  shall  be  made  in  duplicate,  and 
one  copy  of  such  order  shall  be  retained  by  the  proper 
officer  of  the  court,  and  the  other  coi:)y  shall  be  kept  at  the 
county  hall. 

3.  The  Council  shall  keep  at  the  county  hall  a  register 
of  all  orders  made  under  this  section,  and  shall  keep  the 
same  open  for  inspection  by  all  persons  at  all  reasonable 
times,  and  any  such  order  not  entered  in  such  register 
within  ten  days  after  the  making  thereof  shall  cease  to  be 
of  any  force.  No  property  shall  be  affected  by  any  such 
order  unless  and  until  such  order  is  entered  in  such 
register. 

117 — The  fees  specified  in  Part  IV.  of  the  Third  Schedule   Fees  on 
to  this  Act  as  payable  to  the  Council  shall  be  payable  to   negUctcd    \ 
and  may  be  recovered  in  a  summary  way  by  the  Council,     structures  to 


Pakt  X. 


DANGEEOUS  AND  NOXIOUS  BUSINESSES. 


near 

dangerous 

business. 


118 — 1.  No  person  shall  erect  any  building  nearer  than  iteguiaiions 
fifty  feet  to  a  building  used  for  any  dangerous  business  to  I^Jar^"'''''"^ 
which  this  section  applies. 

2.  Provided  that  where  a  building  erected  before  the 
ninth  day  of  August,  one  thousand  eight  hundred  and 
forty-four,  within  fifty  feet  from  any  building  for  the 
time  being  used  for  any  such  dangerous  business,  is  pulled 
down,  burnt  or  dcstro_)ed  by  tempest,  such  building  may 
be  rebuilt. 

3.  No  person  shall  establish  or  carry  on  a  dangerous 
business  to  which  ibis  section  apfdies  in  any  building  or 
vault,  or  in  the  open  air,  at  a  less  distance  than  forty  feet 
from  any  public  way,  or  than   fifty  feet  from  any  other 
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building  or  any  vacant  ground  belonging  to  any  person 
other  than  his  landlord. 

4.  The  following  businesses  shall  be  deemed  to  be  dan- 
gerous businesses  within  the  meaning  of  this  section  (that 
is  to  say)  :  The  business  of  the  manufacture  of  matches, 
ignitable  by  friction  or  otherwise,  or  of  other  substances 
liable  to  sudden  explosion,  inilammation  or  ignition,  or  of 
turpentine,  naphtha,  varnish,  tar,  resin  or  Brunswick 
black,  and  any  other  manufacture  dangerous  on  account 
of  the  liability  of  the  materials  or  substances  employed 
therein  to  cause  sudden  fire  or  explosion. 

119 — 1.  No  person  shall  erect  any  dwelling-house 
nearer  than  fifty  feet  to  a  building  used  for  any  noxious 
business  to  which  this  section  applies. 

2.  Provided  that  Avhere  a  dwelling-house  erected  before 
the  ninth  day  of  August,  one  thousand  eight  hundred  and 
forty-four,  within  fifty  feet  from  any  building  for  the 
time  being  used  for  any  such  noxious  business,  is  pulled 
dowm,  burnt  or  destroyed  by  tempest,  such  dwelling-house 
may  be  rebuilt. 

3.  Subject  to  the  provisions  of  the  next  following  sec- 
tion, no  person  shall  establish  or  carry  on  a  noxious  business 
to  which  this  section  applies  in  any  building  or  vault,  or 
in  the  open  air,  at  a  less  distance  than  forty  feet  from  any 
public  way  or  than  fifty  feet  from  any  dwelliiig-hoiise. 

4.  The  following  businesses  shall  be  deemed  to  be 
noxious  businesses  within  the  meaning  of  this  section 
(that  is  to  say) :  The  business  of  a  blood  boiler  or  bone 
boiler,  and  any  other  like  business  which  is  offensive  or 
noxious,  but  nothing  in  this  section  shall  apply  to  any  of 
the  following  businesses,  namely,  the  businesses  of  a  soap 
boiler,  tallow  melter,  knacker,  fellmonger,  tripe  boiler  and 
slaughterer  of  cattle  and  horses. 


I'rovisions  as 
t(i  certain 
I  lid  noxious 
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120 — The  following  provisions  shall  apply  to  any 
noxious  business  existing  before  the  ninth  day  of  August, 
one  thousand  eight  hundred  and  forty-four  : — 

1.  If  any  party  charged  with  carrying  on  such  business 
show  that  in  carrying  on  such  business  all  the 
means  known  to  be  available  for  mitigating  the 
efifi'ct  of  such  business  have  been  adopted,  then 
it  shall  be  lawful  for  the  petty  sessional  court  to 
remit  or  mitigate  the  penalty.     Provided  further, 
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that  if  it  shall  appear  to  the  said  court  or  to  the 
court  of  quarter  sessions,  whether  on  appeal  or 
on  trial  by  jury  as  hereinafter  provided,  that 
the  person  carrying  on  any  such  business  shall 
have  made  due  endeavours  to  carry  on  the  same 
with  a  view  to  mitigate  so  far  as  possible  the 
eflfects  of  such  business,  then,  although  he  have 
not  adopted  all  or  the  best  means  available  for 
the  purpose,  yet  it  shall  be  lawful  for  the  court 
to  suspend  the  execution  of  their  order,  upon  con- 
dition that  within  a  reasonable  time  to  be  named 
the  party  convicted  do  adopt  such  other  or  better 
means  as  to  the  court  shall  sesm  fit,  or  before 
passing  final  sentence,  and  without  consulting 
the  prosecutor,  to  make  such  other  order  touching 
the  carrj'ing  on  of  such  business  as  the  court 
shall  think  fit  for  preventing  the  nuisance  in 
future.  Provided  always,  that  if  the  matter  come 
before  any  superior  court  it  shall  be  lawful  for 
such  court  to  exercise  such  power  of  mitigating, 
or  remitting  such  penalty,  or  of  suspending 
the  execution  of  any  judgment,  order  or  deter- 
mination in  the  matter,  or  to  make  such  order 
touching  the  carrying  on  of  such  business  as  to 
the  court  shall  seem  fit : 

2.  Any    person    dissatisfied   with    the   decision    of  the 

petty  sessional  court  may  appeal  to  the  court 
of  quarter  sessions  in  manner  provided  by  the 
Summary  Jurisdiction  Acts  : 

3.  If  before  conviction  by  the  petty  sessional  court  the 

person  complained  against  desire  to  have  the 
matter  tried  by  a  jury,  and  enter  into  a  recogni- 
sance to  try  such  matter  without  delay,  and  to 
pay  all  costs  of  trial  if  a  verdict  be  found  against 
him,  then  such  matter  shall  be  tried  at  the  next 
practicable  court  of  quarter  sessions,  or  whenso- 
ever that  court  shall  ai)point,  and  if  that  court 
shall  think  fit,  it  shall  be  lawful  for  them  to 
authorise  the  jury  to  view  the  place  in  question 
in  such  manner  as  they  shall  direct,  and  the  jury 
shall  inquire  and  try  and  determine  by  their  ver- 
dict whether  the  business  in  question  be  otiensive 
or  noxious,  and  whether  the  party  in  question  havo 
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done  any  act  wliereby  the  penalty  imposed  by  this 
Act  in  respect  thereof  has  been  incurred,  and, 
subject  to  the  power  hereinbefore  conferred  of 
mitigating  such  penalty  or  suspending  their 
judgment,  order  or  determination  thereon,  or 
making  such  order  touching  the  carrying  on  of 
the  business,  the  said  court  shall  give  judgment 
according  to  such  verdict,  and  shall  award  the 
penalty  (if  any)  incurred  by  the  defendant,  and 
shall  and  may  (if  they  see  fit)  award  to  either  of 
the  parties  such  costs  as  they  may  deem  reason- 
able, which  verdict,  and  the  judgment,  award, 
order  or  determination  thereon  shall  be  binding 
and  conclusive. 

121 — The  provisions  of  this  Part  of  this  Act  relating  to 
dangerous  and  noxious  businesses  shall  not  apply  to  any 
public  gasworks  nor  to  any  premises  used  for  the  purpose 
of  distillation  or  the  rectification  of  spirits  under  the 
survey  of  the  Commissioners  of  Inland  Revenue  or  their 
ofiicers. 

Part  XL 

DWELLING-HOUSES   ON  LOW-LYING  LAND. 

122 — It  shall  not  be  lawful  for  any  person  upon  land 
of  which  the  surface  is  below  the  level  of  Trinity  high- 
water  mark,  and  which  is  so  situate  as  not  to  admit  of 
being  di-ained  by  gravitati<m  into  an  existing  sewer  of  the 
Council,  to  erect  any  building  to  be  used  wholly  or  in 
part  as  a  dwelling-house,  or  to  adapt  any  building  to  be 
used  wholly  or  in  part  as  a  dwelling-house,  except  with 
the  permission  of  the  Council,  and  subject  to  and  in 
accordance  with  such  regulations  as  the  Council  may  from 
time  to  time  prescribe  with  reference  to  the  erection  of 
buildings  on  such  land  : 

And  the  Council  may  by  such  regulations  (subject  to 
ajipeal  as  hereinafter  provided) — 

(i.)  Prohibit  the  erection  of  dwelling-houses,  or  the 
adaptation  of  any  buildings  for  use  as  dwelling- 
houses,  on  such  land  or  any  defined  area  or  areas 
of  such  land ; 
(ii.)  Eegulate  the  erection  of  dwelling-houses,  or  the 
adaptation  of  buildings  for  use  as  dwelling-houses, 
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on  such  land  or  any  defined  area  or  areas  of  such 
land ; 
(iii.)  Prescribe  the  level  at  which  the  under  side  of  the 
lowest  floor  of  any  permitted  building  shall  be 
placed  on  such  land,  or  any  defined  area  or  areas 
of  such  land,  and  as  to  the  provision  to  be  made 
and  maintained  by  the  owner  for  securing  effi- 
cient and  proper  drainage  of  the  buildings,  either 
directly  or  by  means  of  a  local  sewer  into  a  main 
sewer  of  the  Council : 
An}"  person  seeking  to  erect  any  dwelling-house,  or  any 
building,  any  part  of  which  is  to  be  used  as  a  dwelling- 
house,  or  to  adapt  any  building  or  any  part  of  a  building 
for  use  as  a  dwelling-house,  on  any  of  such  land,  shall 
make  application  to  the  Council  for  a  licence  to  erect  the 
same,  and  the  matter  shall  thereupon  be  referred  to  the 
chief  engineer  of  the  Council,  Avho  shall  decide  whether, 
and  if  so  upon  what  conditions,  such  erection  or  adaj)tation 
may  be  permitted,  and  any  such  decision  shall  be  given 
by  the  said  engineer  by  a  certificate  in  writing  imder  his 
hand.     Any  person  objecting  to  the  refusal  of  the  Council 
to  permit  on  such  land,  or  any  defined  area  or  areas  of  such 
land,  the  erection  of  any  dwelling-house,  or  the  adaptation 
for  use  as  a  dwelling-house,  of  any  building,  or  to  any 
regulation  made  by  the  Council  under  this  Part  of  this 
Act,  or  to  any  decision  of  the  said  engineer,  or  as  to  the 
reasonableness  of  any  requirement  or  condition  made  by 
him,  may  appeal  to  the  tribunal  of  appeal. 

123 — The  Council  may,  with  the  concurrence  of  the   Po«erto 
tribunal   of  appeal,  from  time  to  time  make  regulations 
prescribing   the    procedure    to    be    followed    by    persons 
making  applications  under  this  Part  of  this  Act. 


make 
regiilatiocs. 


124 — 1-  Regulations  made  by  the  Council  under  this  pubiicati.-n 
Part  of  this  Act  shall  have  no  force  until  a  copy  thereof  *"''  f  p"""  "^ 
shall  have  been  published  in  the  '  London  Gazette,'  and  it 
shall  be  the  duty  (;f  the  Council  to  give  notice  of  every 
such  regulation  l»y  publishing  a  copy  thereof  in  two  or 
more  London  daily  newspapers,  and  if  there  be  a  local 
newspaper  circulating  in  the  parish  or  district  to  which 
such  regulation  applies,  then  also  in  such  local  newspaper. 

2.  Printed  copies  of  every  regulation  from  time  to  time 
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in  force  under  this  Part  of  this  Act  shall  be  kept  at  the 
county  hall,  and  shall  be  supplied  free  of  charge  to  any 
person  concerned  who  may  apjily  for  the  same. 

Part  XIT. 

SKY  SIGNS. 

Sky  signs.  125 — In  tbis  Part  of  this  Act  the  expression  "  skj^  sign  " 

means  any  word,  letter,  model,  sign,  device  or  representa- 
tion, in  the  nature  of  an  advertisement,  announcement  or 
direction,  sui:)ported  on  or  attached  to  any  post,  pole, 
standard,  framework  or  other  support,  wholly  or  in  part 
upon,  over  or  above  any  building  or  structure,  which,  or 
any  part  of  which  sky  sign,  shall  be  visible  against  the 
sky  from  any  point  in  any  street  or  public  way,  and  in- 
cludes all  and  every  part  of  any  such  post,  pole,  standard, 
framework  or  other  support.  The  expression  '•  sky  sign  " 
shall  also  include  any  balloon,  parachute  or  similar  device, 
employed  wholly  or  in  part  for  the  purposes  of  any  adver- 
tisement or  announcement  on,  over  or  above  any  building, 
structure  or  erection  of  anj^  kind,  or  on  or  over  any  street 
or  public  way,  but  shall  not  be  deemed  to  include — 

(i.)  Any  flagstaff,  pole,  vane  or  weathercock,  unless 
adapted  or  used  wholly  or  in  part  for  the  purp'  'Ses 
of  any  advertisement  or  announcement ; 
(ii.)  Any  sign  on  any  board,  frame  or  other  contrivance 
securely  fixed  to  or  on  the  top  of  the  wall  or 
parapet  of  any  building,  on  the  cornice  or  block- 
ing course  of  any  wall,  or  to  the  ridge  of  a  roof, 
provided  that  such  board,  frame  or  other  con- 
trivance be  of  one  continuous  face  and  not  open 
work,  and  do  not  extend  in  height  more  than 
three  feet  above  any  part  of  the  wall  or  parapet 
or  ridge  to,  against  or  on  which  it  is  fixed  or 
supported  ;  or 
(iii.)  Any  such  word,  letter,  model,  sign,  device  or  repre- 
sentation as  aforesaid  which  relates  exclusively 
to  the  business  of  a  railway  company,  and  which 
is  placed  or  may  be  placed  wholly  upon  or  over 
any  railway,  railway  station,  yard,  platform  or 
station  apj)roach,  or  premises  belonging  to  a 
railway  company,  and  which   is  also  so  placed 


act  for 

purposes 
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that  it  could  not  fall  into  any  street  or  public 
place. 

126 — For  the  purpose  of  giving  effect  to  the  provisions  District 
of  this  Part  of  this  Act,  the  district  surveNor  of  each  dis-  surveyor  to 
trict  acting  under  this  Act  shall   inspect  and  survey'  sky- 
signs  in  his  district,  and  report  from  time  to  time  to  the  "'  '*' 

r\  •  1  of  Act. 

(Jouncil. 

The  expression  "  the  surveyor"  in  this  Part  of  this  Act 
means  the  district  surveyor  so  acting  within  his  district. 

127 — -From  and  after  the  commencement  of  this  Act  it   Prohibition 
shall  be  unlawful  to  erect  any  sky  sign  as  defined  in  this  °/  ^"*."'^® 
Act. 

128 — Prom  and  after  the  commencement  of  this  Act  it  Rpguiation 
shall  be  unlawful  to  retain  any  .sky  sign  as  defined  in  this   of  existing 
Act  which  previously  to  the  jiassing  of  this  Act  shall  have   *  ^  ^''^^ 
been  erected,  except  in  pursuance  of  and  in  accordance 
with  the  terms  of  a  license  granted  or  renewed  before  the 
passing  of  this  Act  by  the  Council,  or  by  the  Commissioners 
of  Sewers  as  the  case  may  be,  under  the  provisions  of  the 
London  Sky  Signs  Act,  1891,  as  amended  by  section  17  of 
the  London  dmnty  Council  (General  Powers)  Act,  1893, 
or  renewed  after  the  passing  of  this  Act  as  hereinafter 
provided. 

129— !•  A  license  granted  under  the  provisions  of  the   Renewal  cf 
London  Sky  Signs  Act,  1891,  and  renewed  under  the  same   i'<^eise. 
Act,  may,  on  the  expiration  of  the  period  for  which  such 
renewal  was  granted,  be  renewed  for  one  further  period  of 
two  years,  but  not  longer. 

2.  A  license  granted  under  the  provisions  of  the  London 
Sky  Signs  Act,  1891,  as  amended  by  section  17  of  the  London 
County  Council  (Grtneral  Powers)  Act,  1893,  after  the 
twenty-fourth  day  of  August,  one  thousand  eight  hundred 
and  ninety-three,  may  be  renewed  from  the  expiration  of 
a  period  of  two  years  from  the  date  of  issue  of  such  license 
for  a  further  period  of  two  years,  and,  on  the  expiration 
of  that  period,  for  one  other  period  of  two  years,  making, 
with  the  original  term  of  the  license,  six  years  in  all,  but 
not  longer. 

3.  Every  person  desirous  of  obtaining  a  renewal  of  a 
license  to  retain  a  sky  sign  for  any  such  period  as  afore- 
said, may  make  ai^plication  to  the  surveyor  lor  an  inspuc- 
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tion  and  survey  of  such  sky  sign,  and  such  applic  itiou 
shall  be  dealt  with  as  hereinafter  provided  ;  and  any  person 
who  shall  have  obtained  a  certificate  from  the  survej^oi', 
after  any  such  inspection  and  survey  in  accordance  with 
the  provisions  hereinafter  contained,  may  at  any  time 
within  fourteen  daj's  from  the  issue  thereof  forward  the 
same  to  ihe  Council,  with  an  application  for  a  license  from 
the  Council  to  retain  the  same  sky  sign,  and  every  such 
application  for  a  license  shall  be  accompanied  by  a  fee  of 
five  shillings,  which  shall  be  paid  to  the  Council  for  and 
in  respect  of  the  registration  of  the  license  ;  and  the 
Council  shall  thereupon  grant  to  such  person  a  license  for 
the  retention  of  such  sky  sign  for  a  period  of  two  years 
from  the  date  of  the  issue  of  such  license. 

4.  Eveiy  such  application  to  the  surveyor  for  the  in- 
spection and  survey  of  a  sky  sign  shall  be  accompanied 
by  a  payment  of  two  guineas  to  such  surveyor,  which 
shall  be  his  fee  for  the  inspection  and  survey  and  for  the 
grant  or  refusal  of  the  certificate,  as  the  case  may  be,  and 
it  shall  not  be  lawful  for  the  surveyor  to  demand  or  receive 
any  further  fee  or  payment  in  resjiect  thereof. 

5.  The  surveyor  shall  either  grant  a  certificate  that  in 
his  opinion  the  sky  sign  is  so  placed,  constructed  and 
supported  as  not  to  be  likely  to  involve  danger  to  the 
public,  or  he  shall  refuse  to  grant  such  certificate,  in  which 
case  he  shall  state  the  grounds  of  such  refusal,  and  such 
certificate  or  refusal  shall  be  in  the  form  set  out  in  this 
section,  with  such  modifications,  if  any,  as  the  circum- 
stances may  require : — 

Form  of  Certificate. 
I.oxDOX  Building  Act,  1894. 
District  of 
Whereas  J..-B.,  of  ,  has  made  application  to 

me,  pursuant  to  the  London  Building  Act,  1894,  to  inspect 
and  survey  a  sky  sign  erected  at  ,  I  hereby 

certify  that  1  have  inspected  and  surveyed  the  same,  and 
in  my  opinion  the  said  sky  sign  may  be  retained  as  now 
constructed  for  two  years  from  the  date  hereof  without 
being  likely  to  cause  danger  to  the  public. 
Dated  this  day  of  ,  189   . 

(Signed)       CD. 

Survevor. 
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Form  of  Refusal  of  Certificate. 

LoxDON  Building  Act,  1894. 

District  of  , 

"Whereas  A.S.,  of  ,  lias  made  application 

to  me,  pursuant  to  the  London  Building  Act,  1894,  to 
inspect  and  survey  a  sky  sign  erected  at  ,  I 

hereby  certify  that  I  have  inspected  and  surveyed  the 
same,  and  I  refuse  to  certify  that  the  said  sky  sign  is  so 
constructed  as  not  to  be  likely  to  cause  danger  to  the  public 
for  the  following  reasons — 

Dated  this  day  of  ,  189  . 

(Signed)         CD. 

Surveyor. 

130 — !•  Where  the  surveyor  refuses  to  grant  a  certifi-  Alteration  of 
cate  applied  for  under  this  Act  the  applicant  may,  if  he   ?^y  s'S°s 
think  fit  and  can  lawfully  do  so,  execute  such  repairs  to   surveyor's 
or  alterations  in  or  modifications  of  the  sky  sign  as  shall   ^g'ntg^" 
meet  the  objections  thereto  as  stated  in  the  form  of  refusal, 
and  may  thereupon  make  a  further  application  to  the  sur- 
veyor to  inspect  and  survey  the  sky  sign. 

2.  If  the  surveyor  on  re-inspection  and  re-survey  be  of 
opinion  that  the  sky  sign  has  been  so  repaired,  altered  or 
modified  that  it  is  not  likely  to  involve  danger  to  the 
public,  he  shall  grant  a  certificate  under  this  Act  with 
respect  to  such  sky  sign,  and  an  application  for  license 
thereof  may  be  made  as  in  this  Act  provided. 

3.  Every  such  application  to  the  surveyor  to  re-inspect 
and  re-survey  a  sky  sign,  and  for  a  certificate  in  respect 
thereof,  shall  be  accompanied  by  a  payment  of  one  guinea 
to  such  surveyor,  which  shall  be  his  fee  for  such  re-in- 
spection and  re-survey,  and  for  the  grant  or  refusal  of  a 
certificate  thereupon  as  the  case  may  be,  and  it  shall  not 
be  lawful  for  the  surveyor  to  demand  or  receive  any 
further  fee  or  payment  in  respect  thereof. 

131 — Where  the  survej^or  refuses  to  grant  a  certificate   xotic*  of 
applied  for  under  this  Act,  it  shall  be  the  duty  of  the  sur-   c(.ru'"gcate  to 
veyor  forthwith  to  forward  a  copy  of  his  refusal  to  the  beeuitto 

Council.  tbeCououl. 
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Ai.iicai  132 — Where  the  surveyor  refuses  to  gi'ant  a  certificate 

nsainst  iinder  this  Act  it  shall  be  lawful  for  the  applicant,  at  any 

■oiunnue.  time  within  fourteen  clays  after  tlie  date  of  such  refusal, 
to  make  application  to  the  tribunal  of  appeal  by  way 
of  appeal  against  such  refusal,  and  such  apjieal  shall  be 
accompanied  by  a  copy  of  the  form  of  refusal  by  the  sur- 
veyor. 

Forfeiture  133 — In  any  of  the  following  cases  a  license  under  this 

of  iK-eiise.       j^p^  shall  become  void,  viz. : — 

(i.)  If  any  addition  to  any  sky  sign  be  made  except  for 
the  purpose  of  making  it  secure  under  the  direc- 
tion of  the  survej'or ; 

(ii.)  If  any  change  be  made  in  the  sky  sign  or  any  part 
thereof ; 

(iii.)  If  the  sky  sign  or  any  part  thereof  fall  either 
through  accident,  decay  or  any  other  cause  ; 

(iv.)  If  any  addition  or  alteration  be  made  to  or  in  the 
house,  building  or  structure,  on,  over  or  to  which 
any  sky  sign  is  placed  or  attached,  if  such  addi- 
tion or  alteration  involves  the  disturbance  of  the 
sky  sign  or  any  part  thereof; 

(v.)  If  the  house,  building  or  structure,  over,  on  or  to 
which  the  sk}'-  sign  is  placed  or  attached,  become 
unoccupied  or  be  demolished  or  destroyed. 

Kemovai  of  jg^ — jf  r^-^j  g]jy  gjgj^  -[^q  erected  or  retained  contrary 
to  the  provisions  of  this  Act,  or  after  the  license  for  the 
maintenance  or  retention  thereof  for  any  period  shall  have 
become  void,  it  shall  be  lawful  for  the  Council  to  take  pro- 
ceedings for  the  taking  down  and  removal  of  the  sky  sign 
in  the  same  manner  in  all  respects  as  if  it  were  a  struc- 
ture certified  to  be  in  a  dangerous  state  under  Part  IX. 
of  this  Act,  except  that  the  pi-ovisions  of  the  said  Part 
with  respect  to  arbitration  shall  not  apply,  and  it  shall  be 
lawful  for  the  Council  or  any  oflicers,  servants  or  work- 
men aj)pointed  by  them  for  that  purpose  (after  obtaining 
the  order  of  a  petty  sessional  court  for  the  taking  down  of 
the  sky  sign,  and  after  the  exjDiration  of  the  period  (if 
any)  fixed  by  such  order  for  taking  down  the  same)  to 
enter  upon  the  land,  building  or  premises,  on  or  over 
which  the  sky  sign  is  erected,  and  to  take  down  and 
remove  the  sky  sign,  and  to  execute  and  do  any  works 
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which  may  be  necessary  for  that  purpose,  and  for  leaving 
any  building  to  which  the  same  was  attached  in  a  condi- 
tion of  safety  ;  and  all  the  expenses  of  and  incidental  to 
any  such  work  shall  be  repaid  and  be  recoverable  as 
though  the  same  were  a  penalty  imposed  by  this  Act. 

For  the  purpose  of  any  such  proceeding  the  expression 
"  the  owner  "  in  the  said  Part  of  this  Act  shall  mean  the 
occupier  of  the  house,  building  or  structure  on  or  to  which 
the  sky  sign  is  erected  or  attached,  or  if  the  house, 
buildiag  or  structure  is  unoccupied  then  the  person  who 
would  be  the  owner  thereof  within  the  meaning  of  this 
Act. 

135 — As  regards  the  City,  this  Part  of  this  Act  shall  be   Appiicatiou 
read   and  have  effect  as  if  the  Commissioners  of  Sewers   of  this  Part 
were  named  therein  instead  of  the  Council,  and  all  costs    withhi  the 
and  expenses  of  such  Commissioners  in  the  execution  of  ^''y- 
this  Part  of  this  Act  shall   be  paid  out  of  their  consoli- 
dated rate  as  part  of  the  expenses  of  such  Commissioners. 


Part  XIIL 

SUPEEINTEXDING  AECHITECT   AND   DISTRICT 
SURVEYOPtS. 

136 — 1.  The  Council  may,  for  the  purpose  of  aiding  in   Power  for 
the  execution  of  this  Act,  appoint  some  fit  person  to  be   Council  to 
called    "  the    superintending    architect   of    metropolitan    superin- 
buildings,"  together  with  such  number  of  clerks  as  they    ^rcilltcrt. 
think  fit. 

2.  Such  architect  and  clerks  shall  be  removable  by  the 
Council,  and  perform  such  duties  as  the  Council  direct. 

3.  The  superintending  architect  shall  not  jjractise  as  an 
architect,  or  follow  any  other  occupation. 

4.  There  shall  be  j^aid  to  the  superintending  architect 
and  clerks  such  salaries  as  the  Council  may  direct. 

6.  Subject  to  the  foregoing  provisions  of  this  section, 
the  person  who  at  the  commencement  of  this  Act  is  the 
superintending  architect  of  metropolitan  buildings  shall 
continue  to  be  the  superintending  architect  under  this 
Act. 

137 — If  the  superintending  architect  is  prevented  by  power  of 
illness,  infirmity  or  any  other   unavoidable   cause   from  ^uper- 
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attending  to  the  duties  of  his  office  he  may,  with  the 
consent  of  the  Council,  appoint  some  other  person  as  his 
dej)uty  to  perform  all  his  duties  for  such  time  as  he  may 
be  temporarily  prevented  from  exectiting  them. 

138 — Subject  to  the  provisions  of  this  Act  and  to  the 
exemptions  in  this  Act  mentioned,  every  building  or 
structure,  and  every  work  done  to,  in  or  upon  any  building 
or  structure,  and  all  matters  relating  to  the  width  and 
direction  of  streets,  the  general  line  of  buildings  in 
streets,  the  provision  of  open  spaces  about  bi^ildings,  and 
the  height  of  buildings,  shall  be  subject  to  the  supervision 
of  the  district  surveyor  appointed  to  the  district  in  which 
the  building  or  structiire  is  situate. 

139 — 5'  The  Council  shall  have  the  following  powers 
with  regard  to  the  district  surveyors  and  their  districts 
(that  is  to  say)  : — 

(o)  They  may  alter  the  limits  of  the  district  of  any 
district  surveyor,  or  unite  any  two  or  more  such 
tlistricts,  and  place  any  such  altered  district 
under  the  supervision  of  any  district  surveyor, 
and  do  all  such  matters  and  things  as  are  neces- 
sary for  carrying  into  effect  the  power  hereby 
given ; 

(6)  They  may  dismiss  or  suspend  any  district  surveyor, 
and  in  case  of  any  suspension  or  during  any 
vacancy  may  appoint  a  temporary  substitute, 
provided  that  their  dismissal  of  a  district  sur- 
veyor who  held  such  ofllice  before  the  fourteenth 
day  of  August,  one  thousand  eight  hundred  and 
fifty-five,  shall  be  subject  to  the  consent  of  a 
Secretary  of  State ; 

(c)  On  a  vacancy  occurring  in  the  office  of  a  district 

surveyor    they   may   appoint   another   qi;alified 
person  in  his  place  ; 

(d)  They  may  pay    such   amount  of  compensation  as 

they  think  fit,  or  as  in  case  of  disagreement 
shall  be  determined  by  the  tribunal  of  appeal, 
to  any  district  survej^or  who  is  deprived  of  his 
office  in  pursuance  of  the  power  hereby  given 
of  altering  the  limits  of  districts. 
2.  Subject  to  the  foregoing  provisions  of  this  section 
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the  districts  existing  at  the  commencement  of  this  Act 
shall  continue  to  be  districts  for  the  purposes  of  this  Act, 
and  the  several  persons  -who  at  the  commencement  of  this 
Act  are  district  surveyors  shall  continue  to  be  district 
surveyors  under  this  Act. 

140 — The  Royal  Institute  of  British  Architects  may 
cause  to  be  examined,  by  such  persons  and  in  such  manner 
as  they  think  fit,  all  candidates  presenting  themselves  for 
the  purpose  of  being  examined  as  to  their  competency  to 
perform  the  duties  of  district  surveyor,  and  shall  grant 
certificates  of  competency  to  the  candidates  found  de- 
serving of  the  same ;  and  a  person  who  has  not  already 
filled  the  oifice  of  district  surveyor  shall  not  be  qualified 
to  be  appointed  to  that  office  unless  he  has  received  a 
certificate  of  competency  from  the  said  institute,  or  has 
been  examined  in  such  other  manner  as  the  Council  may 
direct  and  been  found  competent  in  such  examination. 

141 — Every  district  surveyor  shall  have  and  maintain    Surveyor 
an  otfice  at  his  own  expense  in  such  part  of  his  district  as    officeJ^ 
may  be  approved  by  the  Council,  and  the  Council  shall 
forthwith  communicate  to  the  local  authority  any  change 
in  the  ofiice  of  such  district  surveyor. 

142 — If  any  district  surveyor  is  prevented  by  illness.    Power  of 
infirmity  or   any  other  unavoidable  circumstances   from   appo^nt"^ 
attending  to  the  duties  of  his  office  he  may,  with  the   deputy, 
consent  of  the  Council,  appoint  some  other  person  as  his 
deputy  to  perform  all  his  duties  for  such  time  as  he  may 
be  prevented  from  executing  them. 

143 — Where  it  appears  to  the  Council  that,  on  account  Power  to 
of  the  pressure  of  business  in  any  district,  or  on  any  other 
accoi;nt,  the  surveyor  of  that  district  cannot  discharge  his 
duties  promptly  and  efficiently,  the  Council  may  direct 
any  other  district  surveyor  to  assist  the  surveyor  of  that 
district  in  the  performance  of  his  duties,  or  appoint  some 
other  person  to  give  such  assistance,  and  the  assistant 
shall  he  entitled  to  receive  all  fees  payable  in  respect  of 
the  services  performed  by  him. 

144 — If  any  building  or  structure  be  executed  or  any   surveyor 
work  done  to,  in  or  upon  any  building  or  structure  by  or   ""p'^g'^^f 
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under  the  superintendence  of  any  district  siirveyor,  acting 
professionally  or  on  his  own  private  account,  that  surveyor 
shall  not  survey  such  builditis;  or  structure  for  the  pur- 
pose of  this  Act,  or  act  as  district  surveyor  in  re-spect 
thereof  or  in  any  matter  connected  therewith,  but  it 
shall  be  his  duty  to  give  notice  to  the  Council,  who  sball 
then  aj)point  some  other  district  surveyor  to  act  in  respect 
of  the  matter. 
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145 — III  the  following  cases  and  at  the  following  times 
(that  is  to  say)  : — 

(a)  Where  a  building  or  structure  or  work  is  about  to 
be  begun,  then  two  clear  days  before  it  is  begun  ; 
and 
(h)  Where  sj  building  or  structure  or  work  is  after  the 
commencement  thereof  suspended  for  any  period 
exceeding    thi-ee   months,    then  two  clear  days 
before  it  is  resumed  ;  and 
(c)  Where  during  the  progress  of  a  building  or  struc- 
ture  or  work  the  builder  employed  thereon   is 
changed,    tlien    two    clear   days    before    a    new 
buikler  enters  upon  the  continuance  thereof; 
the  builder  or  other  person  causing  or  directing  the  work 
to  be  executed  shall   serve    on   the    district   surveyor  a 
building  notice   respecting  the  building   or  structure  or 
work.     Every   building  notice   shall  state   the  situation, 
area,  height,  number  of  storeys  and  intended  use  of  the 
building  or   structure,  and   the   number  of  buildings  or 
stiuctures  if  more  than  one,  and   the  particulars  of  the 
proposed  work,  and  the  name  and  address  of  the  person 
giving  the  notice  and  those  of  the  owner  then  in  posses- 
sion of  and  the  occupier  of  the  building  or  structure,  or  of 
its  site  or  intended  site.     All  works  in  progress  at  the 
same  time  to,  in  or  on  the  same  building  or  structure  may 
be  included  in  one  building  notice. 

146 — Every  district  surveyor  shall,  upon  the  receipt  of 
any  such  notice  as  aforesaid,  and  also  upon  any  work 
being  observed  by  or  made  known  to  him  which  is 
affected  by  the  provisions  of  this  Act  or  byelaws  made 
thereunder,  but  in  respect  of  which  no  notice  has  been 
given,  and  also  from  time  to  time  during  the  progress  of 
any  work  affected   by  such   provisions  and  byelaws,  as 
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often  as  may  be  necessary  for  securing  the  due  observance 
of  such  provisions  and  byelaws,  survey  any  building  or 
work  hereby  placed  under  his  supervision  and  cause  all 
such  provisions  and  byelaws  to  be  duly  observed. 

147 — Every  notice    served  in  pursuance  of   this  Act   Notice  to  be 
shall  be  deemed  in  any  question  relative  to  any  building,    intended  "^ 
structure  or  work  to  be  prima  facie  evidence  as  against   works, 
the  builder  of  the  nature  of  the  building,  structure  or 
work  proposed  to  be  built  or  done. 

148 — !•  The  district   survej'or  of  any  district  at  all   Power  of 
reasonable  times  during  the  progress  and  during  fourteen   ^^^Zc^ 
days  next  after  the  completion  of  any  building,  structure   buildings. 
or  work  in  such  district  affected  by  any  of  the  provisions 
of  this  Act,  or  by  any  byelaws  made  thereunder,  or  by  any 
terms  or  conditions  on  which  the  observance  of  any  such 
provisions  or  byelaws  may  have  been  dispensed  with,  may 
enter  and  inspect  such  building,  structure  or  work. 

2.  The  district  surveyor  may,  for  the  purpose  of  ascer- 
taining whether  any  buildings  erected  in  those  premises 
are  in  such  a  situation  or  possess  such  characteristics  as 
are  required  in  order  to  exempt  them  from  the  operation 
of  this  Part  of  this  Act,  at  all  reasonable  times  and  after 
reasonable  notice  enter  any  premises  except  buildings 
exempt  from  the  ojDerations  of  Parts  VI.  and  VII.  of  this 
Act,  and  he  may  do  therein  all  such  things  as  are  reason- 
ably necessary  for  the  above  purpose. 

149 — Where  by  reason  of  any  emergency  any  act  or  in  ease  of 

work  is  required  to  be  done  immediately  or  before  notice  t^rkf  uTL 

can  be  given  as  aforesaid,  such  act  or  work  may  be  done  commenced 

on    condition  that  before  the  expiration  of  twenty-four  notice"' 
hours  after  it  has  been  begun  notice  thereof  is  served  on 
the  district  surveyor. 

150 — Where  it  appears  from  the  building  notice  served   As  to  service 
on  the  district  surveyor  under  this  Act  that  it  is  proposed   objection '^^ 
to  erect  any  building  or  structure  or  to  do  any  work  to,  in   o'>  builder 
or  upon  any  building  which  will  be  in  contravention  of  ownei!*^'"^ 
this  Act,  or  that  anything  required  by  this  Act  is  pro- 
posed to  be  omitted,  the  district  surveyor  shall  serve  upon 
the  builder  or  building  owner  a  notice  of  objection  to  such 
proposed  erection,  and  in  the  event  of  the  builder  or  the 
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"building  owner  being  dissatisfied  with  the  decision  of  the 
surveyor,  he  may  within  fourteen  days  of  the  date  of  the 
notice  of  objection  appeal  to  a  petty  sessional  court,  who 
may  make  an  order  either  affirming  the  objection  or 
otherwise. 
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151 — 111  any  of  the  following  cases  (that  is  to  say) : — 
(a)  Where  in  erecting  any  building  or  structure  or  in 
doing  any  work    to,   in    or    upon  any  building 
anything  is  done  in  contravention  of  this  Act,  or 
anything  rec[uired  by  this  Act  is  omitted  to  be 
done ;  or 
(6)  "Where   the  district  surveyor  on  surveying   or  in- 
specting  any  building   or   w^ork   in    respect   of 
which  notice  has  not  been  served  as  reqiiired  by 
this  Part  of  this  Act,  finds  that  the  same  is  so  far 
advanced  that  he  cannot  ascertain  whether  any- 
thing has  been    done  in  contravention  of  this 
Act,  or  whether  anything  required  by  this  Act 
has  been  omitted  to  be  done  ; 
the  district  surveyor  shall  serve  on  the  builder  engaged 
in  erecting  such  building  or  structure  or  in  doing  such 
work  a  notice  (hereinafter  referred  to  as  a  notice  of  irre- 
gularity)  requiring  him  within  forty-eight  hours  from 
the  date  of  the  notice  to  cause  anything  done  in  contra- 
vention of  this  Act  to  be  amended,  or  to  do  anj-thing 
I'equired  to  be  done  by  this  Act  which  has  been  omitted 
to  be  done,  or  to  cause  so  much  of  an}'  building,  structure 
or  work  as  prevents  such  district   surveyor  from   ascer- 
taining whether  anything  has  been  done  or  omitted  to  be 
done  as  aforesaid,  to  be  to  a  srifficient  extent    cut  into, 
laid  open  or  pulled  down. 

152 — 5-  In  order  to  provide  for  the  service  of  a  notioe 
of  irregularity  after  and  notwithstanding  that  the  build- 
ing or  structure  has  ceased  to  be  in  charge  of  or  under 
the  control  of  the  builder,  the  following  provisions  shall 
have  effect : — 

(a)  If  notice  in  writing  shall  have  been  served  upon 
the  district  survej^or  by  the  builder  or  owner  of 
the  date  at  which  such  building  has  ceased  to  be 
in  the  charge  of  or  under  the  control  of  the 
builder,  then  at  any  time  before  the  expiration 
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of  fourteen  days  after  the  service  of  such  notice 
a  nutice  of  irregularity  ma}^,  if  the  district  sur- 
veyor think  fit,  be  served  on  the  owner  or  occu- 
pier of  the  buikling  or  structure,  or  other,  the 
person  causing  or  directing,  or  who  has  caused  or 
directed  the  work  instead  of  or  in  addition  to 
the  builder  (if  any)  ; 
(6)  Where  no  such  notice  shall  have  been  served  upon 
the  district  surveyor  a  notice  of  irregularity 
may,  at  any  time  within  twenty-one  days  after 
completion  of  the  building  or  structure,  be  served 
on  the  owner  or  occupier  of  the  building  or 
structure,  or  other,  the  person  causing  or  direct- 
ing, or  who  has  caused  or  directed  the  work 
instead  of  or  in  addition  to  the  builder  ^if  any). 

2.  "When  the  owner  of  the  buiMing  or  structure  does 
not  allow  the  builder  to  comply  with  the  requisition  of  a 
notice  of  irregularity  served  on  the  builder,  and  the 
builder  serves  notice  on  the  district  surveyor  to  that  effect, 
a  notice  of  irregularity  may,  at  any  time  within  fourteen 
days  after  service  of  the  notice  by  the  builder  on  the 
district  surveyor,  be  served  on  the  owner  or  occupier  of 
the  building  or  structure,  or  other,  the  person  causing  or 
directing  or  who  has  caused  or  directed  the  work  instead 
of  or  in  addition  to  the  builder  (if  any). 

3.  When  a  notice  of  irregularity  is  served  under  this 
section  the  provisions  of  this  Act  as  to  the  consequences 
of  such  a  notice,  so  far  as  they  relate  to  the  builder,  shall 
apply  to  the  owner,  occupier  or  other  person  served. 

4.  Nothing  in  this  section  shall  prejudice  any  remedy 
of  an  owner,  occupier  or  other  person  against  the  builder. 

153 — !•  If  fli6  person  on  whom  the  notice  of  irregu-   Summary 
larity  is  served   make   default   in   complying   with   that   on"non^-'°^ 
notice  within  the  period  named  therein,  a  petty  sessional   compliance 
court,  on  complaint  made  m  a  summary  manner,  as  pro- 
vided by  the  Summary  Jurisdiction  Acts,  by  the  district 
surveyor,  may  make  an  order  on  such  person  requiring 
him  to  comply  with  the  notice  or  with  any  requisitions 
therein  which  may,  in  the  opinion  of  the  court,  be  autho- 
rised by  this  Act  within  a  time  to  be  named  in  the  order. 

2.  If  the  order  bo  not  complied  with  the  Council  may, 
if  they  think  fit,  after  giving  seven  days'  notice  to  such 
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person,  enter  with  a  sufficient  number  of  workmen  upon 
the  premises  and  do  all  such  things  as  may  he  necessary 
for  enforcing  the  rec|ui.sitions  of  the  notice  and  for  bring- 
ing any  building  or  work  into  conformity  with  the  pro- 
visions of  this  Act,  and  all  expenses  incurred  by  the 
Council  in  so  doing  may  be  recovered  in  a  summary  way 
either  from  the  person  on  whom  the  order  was  made  or 
from  the  owner  of  the  premises. 

154 — 1-  There  shall  be  paid  by  the  builder,  or  in  his 
default  by  the  ov.Tier  or  occupier,  as  the  case  may  be,  of 
the  building  or  structure  in  respect  whereof  the  same  are 
chargeable  to  every  district  surveyor  in  respect  of  the 
several  matters  mentioned  in  Parts  I.  and  III.  of  the 
Third  Schedule  to  this  Act,  the  fees  therein  specified  or 
such  other  fees  not  exceeding  the  amounts  therein  specified 
as  may  be  directed  by  the  Council. 

2.  If  in  consequence  of  any  reduction  being  made  by 
the  Council  in  the  amount  of  the  said  fees  the  income  of 
any  existing  district  surveyor  is  diminished,  the  Council 
shall  grant  to  him  compensation  in  respect  of  such 
diminution. 

155 — The  Council  shall  pay  to  the  district  surveyor 
such  fees  as  the  Council  shall  from  time  to  time  determine 
in  respect  of  any  service  required  to  be  performed  by  the 
district  surveyor  in  relation  to  the  formation  or  laying 
out  of  streets,  lines  of  building  frontage  and  anj-  like 
service  which  the  district  surveyor  may  be  required  to 
perform  under  this  Act. 

156  — The  Council  shall  pay  to  the  district  surveyor 
sucli  fe&s  as  may  he  from  time  to  time  appointed  by  the 
tribunal  of  appeal  in  respect  of  any  work  done  by  the 
district  surveyor  in  relation  to  the  preparation  of  evidence 
and  giving  the  same  before  the  tribunal  of  appeal. 

157 — 1-  -^t  the  ex2:)iration  of  the  following  periods  (that 
is  to  say) : — 

(a)  Of  fourteen  days  after  the  roof  of  any  building  sur- 
veyed by  a  district  surveyor  under  this  Act  has 
been  covered  in  ;  and 

(h)  Of  fourteen  days  after  the  completion  of  any  work 
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by  this  Act  placed  under  the  supervision  of  a 
district  surveyor ;  and 
(c)  Of  fourteen  days  after  any  special  service  in  respect 
of  any  building,  structure  or  land  has  been  per- 
formed by  a  distiict  surveyor; 
the  district  surveyor  shall  be  entitled  to  receive  the  fees 
due  to  him  from  the  builder  employed  in  erecting  such 
building  or  structure,  or  in  doing  such  work,  or  in  doing 
any  matter  in  respect  of  which  any  special  service  has 
been  performed  by  the  surveyor,   or  from  the  owner  or 
occupier  of  the  building   or  structure  so  erected,  or  in 
respect  of  which  such  work  has  been  done  or  service  per- 
formed, or  of  the  land  in,  upon  or  in  respect  of  which  such 
work  has  been  done  or  service  performed. 

2.  If  any  such  builder,  owner  or  occupier  refuses  to  pay 
the  said  fees  they  may  be  recovered  in  a  summary  manner 
on  its  being  shown  to  the  satisfaction  of  the  court  that  a 
proper  bill  specifying  the  amount  of  the  fees  was  de- 
livered to  him  or  sent  to  him  in  a  registered  letter 
addressed  to  his  last  knoT\Ti  residence. 

158 — 1-  The  Council  may  at  any  time,  by  order,  cause 
such  fixed  salary  as  they  may  determine  to  be  paid  to  any 
district  surveyor  by  way  of  remuneration  instead  of  fees, 
so  that  the  amount  of  such  remuneration  be  not  less  than 
the  amount  of  the  average  of  the  fees  for  the  last  seven 
completed  years  preceding  such  determination,  and  there- 
upon the  fees  which  would  have  been  payable  to  such 
district  .surveyor  in  pursuance  of  this  Act  shall  be  paid  to 
the  Council  and  carried  to  the  credit  of  the  county  fund. 

2.  The  Council  may  at  any  time  provide  either  wholly 
or  partially  for  the  payment  of  salaries  to  the  district 
surveyors,  or  to  any  of  them,  out  of  the  county  fund,  and 
may  thereupon  abolish  or  reduce  any  fees  by  this  Act 
made  payable  to  the  district  sui-veyors. 

159 — The  Council  may  in  any  case,  where  they  shall 
think  lit  so  to  do,  undertake  on  behalf  of  a  district  sur- 
veyor any  proceedings  which  would  otherwise  be  under- 
taken by  such  district  surveyor,  or  may  pay  the  costs 
incurred  by  any  di.strict  surveyor  in  any  proceedings 
taken  by  him  under  this  Act. 
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160 — Every  district  surveyor  shall,  •witiiin  seven  days 
after  the  first  day  of  every  month,  make  a  return  to  the 
Council,  in  such  manner  as  they  may  appoint,  of  all 
notices  and  complaints  received  by  him  relative  to  the 
business  of  his  district,  and  the  results  thereof  and  of  all 
matters  brought  by  him  before  any  petty  sessional  court, 
and  of  all  the  several  works  supervised  and  special  services 
performed  by  him  in  the  exercise  of  his  office  within  the 
previous  month,  and  of  all  fees  charged  or  received  in 
respect  theieof,  and  shall  specify  in  such  return  the 
descri})tion  and  locality  of  every  building  which  has  been 
built,  rebuilt,  enlarged  or  altered,  or  on  which  any  work 
has  been  done  under  his  supervision,  with  the  particular 
nature  of  every  work  in  respect  of  Avhich  any  fee  has  been 
charged  or  received. 

161 — Every  such  return  shall  be  signed  by  the  district 
surveyor,  and  shall  be  deemed  to  be  a  certificate  that  all 
the  works  enumerated  therein  as  completed  have  been 
done  in  all  respects  in  accordance  with  this  Act  to  the 
best  of  his  knowledge  and  belief,  and  that  they  have  been 
duly  surveyed  by  him. 

162 — The  superintending  architect,  or  such  other  officer 
as  the  Council  appoint,  shall  examine  the  monthly  returns 
of  the  district  survej^ors,  and  if  any  fees  therein  specified 
appear  to  him  to  be  unauthorised  hy  this  Act,  or  to  exceed 
in  amoimt  the  fees  so  authorised,  or  if  any  such  account 
appears  to  be  in  any  respect  fraudulent  or  incorrect,  he 
shall  make  his  report  in  writing  to  that  efi'ect  to  the 
Council,  who  shall  thereupon  take  such  steps  in  the 
matter  as  they  deem  expedient, 

163 — Every  district  surveyor  shall  forthwith  notify  to 
the  Council  any  actual  or  probable  contravention  of  the 
provisions  of  this  Act  in  relation  to  any  matter  or  thing 
with  which  it  is  not  within  his  competency  to  deal,  of 
which  notice  or  inf(jrmation  has  been  given  to  him  or 
which  he  has  discovered. 
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Part  XIV. 

BYELAWS. 

164 — !•  Subject   to    the    provisions   of    this    Act   the   Power  to 
Council  may  make  such  bj-elaws,  not  repugnant  or  con-   ma\"e'^'^^° 
trary  to  the  provisions  of  this  Act,  as  they  may  think   byeiaw?. 
expedient  for  the  better  carrying  into  eifect  the  objects 
and  powers  of   this   Act   with   respect   to  the  following 
matters  (that  is  to  say)  : — 

The  regulation  of  the  j)lans,  level,  width,  surface  and 
inclination  of  new  streets,  and  for  regulating  the 
plans  and  level  of  sites  for  new  buildings  ; 

The  forms  of  notice  and  other  documents  to  be  used 
for  the  purposes  of  this  Act  and  other  like 
matters  of  procedure ; 

Foundations  and  sites  of  buildings  and  other  erec- 
tions ; 

The  mode  in  which  and  the  materials  vpith  which 
such  foundations  and  sites  are  to  be  made, 
excavated,  filled  up,  prepared  and  completed  for 
securing  stability  and  for  purposes  of  health  ; 

The  thickness  and  the  description  and  quality  of  the 
substances  of  which  walls  may  be  constructed  for 
seciiring  stability,  the  prevention  of  fires  and 
for  purposes  of  health  ; 

The  dimensions  of  wooden  bressummers  ; 

The  dimen8ions  of  joists  of  floors; 

The  protection  of  ironwork  used  in  the  construction 
of  buildings  from  the  action  of  fire  ; 

Woodwork  in  external  walls  ; 

The  description  and  quality  of  the  substances  of 
which  plastering  may  be  made  ; 

The  mode  in  which,  and  the  materials  with  which, 
any  excavation  made  within  a  line  drawn  outside 
the  external  walls  of  a  house,  building  or  other 
erection,  and  at  a  uniform  distance  therefrom  of  " 
three  feet,  shall  be  filled  up ; 

The  regulation  of  lamps,  signs  or  other  structures 
overhanging  the  public  way  not  being  within 
the  City ; 

Provided  that  any  such  byelaws  as  to  the  regu- 
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lation  of  lamps,  signs  and  other  overhanging 
structures  shall  be  administered  by  the  local 
authority ; 

The  means  of  escape  from  fire  in  buildings  exceeding 
sixty  feet  in  height ; 

The  duties  of  district  surveyors  in  relation  to  any 
byelaws  made  in  pursuance  of  this  section  ; 

The  deposit  with  district  surveyors  of  any  plans  of 
buildings  submitted  for  their  certificate; 

The  regulations  of  the  amounts  of  the  fees  to  be  paid 
to  district  surveyors  in  resjiect  of  their  duties 
under  any  such  byelaws  ; 

The  imposition  for  every  olfence  committed  against 
any  byelaws  made  under  this  Act  of  a  jienalty 
not  exceeding  five  pounds,  and  a  daily  penalty 
not  exceeding  two  pounds  for  every  day  during 
which  such  offence  continues  after  conviction. 
Such  penalties  to  be  recovered  by  summary  pro- 
ceedings. 

2.  The  Council  may  provide  by  any  byelaw  that  in  any 
case  in  which  the  Council  think  it  expedient  they  may 
dispense  with  the  observance  of  any  byelaw  made  under 
this  section  on  such  terms  and  conditions  (if  any)  as  they 
think  proper. 

3.  No  byelaw  shall  have  any  force  or  effect  unless  or 
until  it  shall  have  been  submitted  to  and  confirmed  at  a 
meeting  of  the  Council  subsequent  to  that  at  which  the 
byelaw  shall  have  been  made,  nor  shall  any  byelaw  have 
any  force  or  effect  until  the  same  shall  have  been  allowed 
by  the  Local  Government  Board. 

4.  Not  less  than  two  months  before  applying  to  the 
Local  Government  Board  for  the  allowance  of  any  such 
byelaws,  the  Council  shall  give  notice  of  their  intended 
application  by  advertisement  in  the  London  Gazette,  and 
otherwise  as  the  Local  Government  Board  shall  direct, 
and  the  Council  shall  send  a  copy  of  the  proposed  bye- 
laws as  approved  by  them  to  the  local  authority,  the 
Ecclesiastical  Commissioners,  the  Roj^al  Institute  of  British 
Architects,  the  Surveyors'  Institution,  the  London  Chamber 
of  Commerce  (Incorporated)  and  to  the  Institute  of  Buil- 
ders, and  to  such  other  societies  and  persons  as  the  Local 
Government  Board  may  direct,  and  for  one  month  at  least 
before  any  such  application  a  copy  of  the  proposed  bye- 
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laws  shall  be  kept  at  the  county  hall  and  shall  be  open 
during  oiBce  hours  thereat  to  inspection  without  charge. 

5.  All  byelaws  made  and  confirmed  and  allowed  as 
aforesaid  in  pursuance  of  this  Act  shall  be  published  in 
the  London  Gazette,  and  printed  and  hung  up  at  the 
county  hall  and  be  open  to  public  inspection  without  pay- 
ment, and  copies  thereof  shall  be  delivered  to  any  person 
applying  for  the  same  on  payment  of  such  sum,  not  exceed- 
ing two  pence,  as  the  Council  shall  direct,  and  such  bye- 
laws  when  so  published  shall  come  into  operation  upon  a 
date  to  be  fixed  by  the  Local  Government  Board  in  allow- 
ing the  byelaws,  and  the  production  of  a  printed  coj^y  of 
such  byelaws,  authenticated  by  the  seal  of  the  Council, 
shall  be  evidence  of  the  existence  and  of  the  due  making, 
allowance  and  publication  of  such  byelaws  in  all  prosecu- 
tions or  other  proceedings  under  the  same  without  adducing 
proof  of  such  seal  or  of  the  fact  of  such  making,  confirma- 
tion, allowance  or  publication  of  such  byelaws. 

165^ — No  byelaw  in  respect  of  any  matter  from  which  Saving  for 
the  City  is  exempted  by  this  Act  or  by  any  Act  hereby  ^^^3^^  °^ 
repealed  shall  have  any  force  or  effect  within  the  City. 


Part  XV. 
LEGAL  PROCEEDINGS. 

166 — All  offences,  penalties,  costs  and  expenses  under    Summary 
this  Act,  or  any  byelaw  made  under  this  Act  directed  to   pro^eedini^s 

,  '  ./       ./  _  lor  oilences, 

be  pro.->ecuted  or  recovered  m  a  summary  manner,  or  the   &c.,  and 
prosecution  or  recovery  of  which  is  not  otherwise   pro-   ^n"a^tie^s.°^ 
vided    for,  may  be  prosecuted  and  recovered   in  manner 
directed  by  the  Summary  Jurisdiction  Acts. 

167 — Any  proceedings  taken  by  a  district  surveyor  may  I'roceedings 
be  continued  by  his  duly  appointed  deputy  or  successor  in  ^  ^"''^^y'^''- 
the  office. 

168 — Where   jurisdiction   is   by   this   Act  given   to  a   Powers  of 
county  court,  that  court  may  settle  the  time  and  manner   ?'"*  "pp*^"' 

f  c  ,  •  1  o    -,    •  1  -,  .  ,     from  county 

01  rexecuting  any  work  or  of  doing  any  other  thing,  and   court. 
may   put   the   parties   to    the    case   upon    such    terms  as 
respects  the  execution  of  the  work  as  the  court  thinks 
fit: 
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Council  may 

demolish 

buildings 

and  sell 

materials, 

and  recover 

expenses. 


Provided  that  any  person  shall  have  the  same  right  of 
appeal  from  any  decision  of  a  countj^  court  in  any  matter 
in  which  jurisdiction  is  given  to  such  court  by  this  Act  as 
he  would  have  under  the  County  Courts  Act,  1888,  from 
any  decision  of  such  court  in  any  matter. 

169 — Notwithstanding  anything  in  any  other  Act  one- 
half  of  all  penalties  recovered  by  the  Council  under  this 
Act  shall  be  paid  to  the  Council.  Provided  that  it  shall 
be  lawful  for  any  court  l)y  whom  any  penalty  is  imposed 
under  this  Act  to  direct  that  the  whole  or  part  thereof 
shall  be  applied  in  or  towards  payment  of  the  costs  of  the 
proceedings. 

170 — Where  any  person  has  been  convicted  of  an 
offence  against  any  of  the  provisions  of  any  Part  of  this 
Act,  or  any  byelaw  made  thereunder,  by  constructing, 
erecting,  adapting,  extending,  raising,  altering,  uniting, 
or  separating  any  building  or  structure,  or  any  part  of 
any  building  or  structure,  in  contravention  of  any  pro- 
visions of  any  Part  of  this  Act,  it  shall  be  lawful  for  the 
Council,  after  giving  fourteen  days'  notice  to  such  person 
to  bring  such  building  or  structure  into  comformity  with 
the  said  provisions,  and  after  default  shall  haA'e  been 
made  in  complying  with  such  notice,  and  notwith- 
standing the  imposition  and  recovery  of  any  penalty, 
to  cause  complaint  thereof  to  be  made  before  a  petty 
sessional  court,  who  may  thereupon  issue  a  summons 
requiring  the  person  making  such  default  as  aforesaid  to 
appear  to  answer  such  complaint,  and  if  the  said 
complaint  is  proved  to  the  satisfaction  of  the  court,  the 
court  may  make  an  order  in  writing  authorising  the 
Council,  and  it  shall  thereupon  be  lawful  for  the  Council 
to  enter  upon  such  building  or  structure  with  a  suffi- 
cient number  of  Avorkmen  and  to  demolish  or  alter  such 
building  or  structure,  or  any  part  thereof,  so  far  as  the 
same  shall  have  been  adjudged  to  be  in  contravention  of 
this  Act,  or  any  byelaw  under  this  Act,  and  to  do  what- 
ever other  acts  may  be  necessary  for  such  purpose,  and 
to  remove  the  materials  to  some  convenient  place,  and  if 
in  their  discretion  they  think  tit,  sell  the  same  in  such 
manner  as  they  may  think  fit,  and  all  expenses  incurred 
by  the  Council  in  demolishing  or  altering  such  building 
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or  structure,  or  any  part  thereof,  and  in  doing  such  other 
acts  as  aforesaid,  or  the  balance  of  such  expenses,  after 
deducting  the  proceeds  of  sale  of  the  aforesaid  materials 
(if  the  Council  thinks  fit  to  sell  the  same),  may  be 
recovered  from  the  person  committing  the  offence  afore- 
said in  a  summary  manner. 

If  the  proceeds  of  such  sale  shall  be  more  than  sufficient 
to  defray  such  expenses  the  Council  shall  restore  the 
surplus  of  such  proceeds,  after  deducting  the  amount  of 
all  such  expenses,  to  the  owner  of  the  building  or  structure 
on  demand. 

171 — The  powers    conferred  by  this  Part  of  this  Act   Procedure 
upon    the    Council    with    respect    to    any    building    or   authorities 
structure,   in  case  such    building  or  structure  has  been   in  case  of 
erected,  extended  or  raised  contrary  to  the  provisions  of  adiailce^of" 
this  Act  be^-ond  the  general  line  of  buildings  in  the  street,   eenerai  line, 
place  or  row  of  houses  in  which  the  same  is  situate,  shall 
extend  and  apply  to  and  may  be  exercised  by  the  local 
authority  in  like  manner  as  by  the  Council. 

172 — Where  by  any  provision  of  this  Act  any  surplus   Pavment  or 
of  the  proceeds  of  the  sale  of  any  building,  structure  or   proceeds°intf 
materials  is  made  payable  to  any  owner  thereof,  and  no   court. 
demand  is  made  by  any  person   entitled  thereto  within 
one  year  of  the  receipt  of  the  proceeds  by  the  Council, 
then  the  same  shall  be  paid  into  the  Bank  of  England 
(Law  Courts  Branch)  to  the  account  of  the  Paymaster- 
General    for   the    time   being,  for  and   on  behalf  of  the 
Supreme  Court  of  Judicature,  to  be  placed  to  the  credit 
of  "  ex  parte  the  London  County  Council  London  Building 
Act  1894,  the  account  of"  the  owner  (describing  him  so 
far  as  reasonably  practicable),  subject  to  the  control  of 
the  High  Court,  and  to  be  paid  out  to  the  owner  on  his 
proving  his  title  thereto. 

173 — Where  it  is  by  any  provision  of  this  Act  declared    Payment  or 
that  expenses  are  to  be  borne  by  or  may  be  recovered   owm"s**^  """^ 
from   the  owner  of   any  premises  (including   under  the 
term   "  owner "  the   adjoining   and    building    owners   re- 
spectively),  the   following  rules  shall  be  observed  with 
respect  to  the  payment  of  those  expenses  : — 

1.  The  owner  immediately  entitled  in  possession  to  the 

K 
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premises,  or  the  occupier  thereof,  shall  in  the 
first  instance  pay  the  expenses  with  this  limita- 
tion, that  an  occiipier  shall  not  be  liable  to  pay 
any  sum  exceeding  in  amount  the  rent  due,  or 
that  will  thereafter  accrue  due  from  him  in 
respect  of  the  premises  during  the  period  of  his 
occupancy  ; 

2.  If  there  are  successive  owners  each  of  them  shall  be 

liable  to  contribute  to  the  expenses  in  proportion 
to  his  interest ; 

3.  Any  difierence  arising  as  to  the  amount  of  contribu- 

tion shall  be  decided  by  arbitration  ; 

4.  If  some  of  the  owners  liable  to  contribution  cannot 

be  found,  the  deficiency  so  arising  shall  be 
divided  amongst  the  owners  who  can  be 
found  ; 

5.  Any  occupier  of  premises   who   has  paid  any  such 

expenses  may  deduct  the  amount  so  paid  from 
any  rent  payable  by  him  to  any  owner  of  the 
same  premises,  and  any  owner  who  has  paid 
more  than  his  due  proportion  of  any  such 
expenses  may  deduct  the  amount  so  overpaid 
from  any  rent  paj^able  by  him  to  any  other 
owner  of  the  same  premises ; 

6.  If  default  is  made  by  any  person  in  payment  of  any 

expenses  payable  by  him  in  the  first  instance 
under  this  section,  the  same  may  be  recovered 
in  a  summary  way,  and  if  default  is  made  by 
any  person  in  repaying  to  any  otlier  person  any 
money  recoverable  under  this  section,  such  moneys 
may  be  recovered  in  the  same  manner  as  if  the 
obligation  to  pay  such  moneys  were  a  simple 
contract  debt. 

As  bj  i)erioas        174 — Where  the  period  within  which  for  the  purposes 

lor  giving       Qf  ^i^i;^  Act  any  sanction,  consent,  approval  or  allowance 

'*!'c!r<'xi)'iring   in  rcspect  of  any  matters  arising  under  Parts  II.  or  V.  of 

in  vacations,    ^j^jg   j^q^  {^  to  |,g  given  or   rcfuscd   by  the    Council,  or 

witliin  which   any  objection  is  to  be  made  or  other  act 

done  by  the  Council  would  expire  on  any  day  between  the 

eight  day  of  August  and  the  fourteenth  day  of  September 

(buth    inclusive),    such    period    shall   be    deemed   to   be 

extended  for  twenty-eight  days. 
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Tribunal  of  Appeal. 

175 — For  the  purposes  of  this  Act  a  tribunal  of  appeal  constitution 
shall  be  constituted  as  follows  :—  of  appeaT^ 

One    member  shall  be  appointed  by  a  Secretary  of 

State ; 
One  member  shall  be  appointed  by  the  council  of  the 

Koj'al  Institute  of  British  Architects ; 
One  member  shall  be  appointed  by  the  council  of  the 
Surveyors'  Institution  : 
No  member  or  officer  of  the  Council  shall  be  a  member 
of  the  tribunal  of  appeal. 

176 — Members  of  the  tribunal  of  appeal  shall  be  ap-   Duration  of 
pointed  for  a  term  of  five  years,  and  any  such  member   °®<^^- 
shall  be  eligible  for  re-appointment. 

177 — It  shall  be  lavs^ful  for  the  Lord  Chancellor,  if  he   Removal  of 
think  fit,  to  remove  for  inability  or  misbehaviour,  or  other   '"'''"'^'■^• 
good  and  sufficient  cause,  any  member  of  the  tribunal  of 
appeal. 

178 — Upon  the  occurrence  of  any  vacancy  in  the  vacancies  to 
tribunal  of  appeal,  or  during  the  temporary  absence  ^^  s<jppi'«J- 
through  illness  or  other  unavoidable  cause  of  any  member 
thereof,  a  Secretary  of  State,  the  council  of  the  Royal 
Institute  of  British  Architects,  or  the  council  of  the  Sur- 
veyors' Institutiun  (as  the  case  may  be),  whichever  of 
them  shall  have  appointed  the  member  of  the  tribunal 
whose  place  shall  be  vacated,  shall  appoint  forthwith  a  fit 
person  to  be  a  member  (either  temporary  or  permanent)  of 
the  tribunal  in  lieu  of  the  member  whose  place  is  vacated, 
or  who  is  temporarily  absent  as  aforesaid. 

179 — Each  member  of  the  tribunal  of  appeal  shall  be  Remnnera- 

entitled  to  such  remuneration,  either  by  way  of  annual  Jn^raberson 

salary  or  by  way  of  fees,  or  partly  in  one  way  and  partly  in  tribunal, 
the  other,  as  a  Secretary  of  State  may  from  time  to  time  fix. 

180 — It  shall  be  lawful  for  the  tribunal  of  appeal  to   officers,  &c., 
appoint  such  clerks,  officers   and    servants   as    they   may   ofir'bunaL 
find  necessary,  who  shall  be  paid  such  salaries  as  shall  be 
determined  by  the  Council,  and  to  provide  offices,  and  to 
obtain  such  professional  advice  and  assistance  as  they  may 
find  necessary. 

E  2 
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131 — It  shall  be  lawful  for  the  Council  to  defray  the 
expenses  of  supporting  any  decision  of  the  Council,  or  of 
the  superintending  architect,  or  of  their  engineer,  or  of  a 
district  surveyor,  by  counsel  and  witnesses  before  the 
tribiinal. 

182 — It  shall  be  lawful  for  the  tribunal  at  any  time  to 
state,  and  the  tribunal  shall,  if  ordered  by  the  High  Court 
or  a  judge  thereof  on  an  application  in  a  summary  manner 
made  by  any  party  to  the  appeal,  state  a  case  for  the 
opinion  of  the  High  Court  on  any  question  of  law  involved 
in  any  appeal  submitted  to  them.  The  High  Court  shall 
Lear  and  detei'mine  the  question  or  questions  of  law  arising 
on  any  case  stated  by  the  tribunal  of  appeal,  and  shall 
thereupon  reverse,  affirm  or  amend  the  determination  (if 
any)  in  respect  of  which  the  case  has  been  stated,  or  remit 
the  matter  to  the  tribunal  of  appeal  with  the  opinion  of 
the  court  on  the  case  stated,  or  may  make  such  other 
order  in  relation  to  the  matter  as  the  circumstances  of 
the  case  require,  and  may  make  such  order  as  to  the  costs  of 
the  case  and  in  the  High  Court  as  to  the  court  may 
seem  fit, 

183 — The  tribunal  of  appeal  shall,  subject  to  the  pro- 
visions of  this  Act,  have  jurisdiction  and  power  to  hear 
and  determine  appeals  referred  to  them  under  this  Act. 

For  all  the  purposes  of  and  incidental  to  the  hearing 
and  determination  of  any  appeal,  the  tribunal  shall, 
subject  to  any  rules  of  procedure  duly  made,  have  power 
to  hear  the  Council  and  the  parties  interested,  either  in 
person  or  by  counsel,  solicitor  or  agent,  as  they  may  think 
fit,  and  to  administer  oaths  and  to  hear  and  receive  evi- 
dence, and  to  require  the  production  of  any  documents  or 
books,  and  to  confirm  or  reverse  or  vary  any  decision, 
and  make  any  such  order  as  they  may  think  fit,  and  the 
costs  of  any  of  the  parties  to  the  appeal,  including  the 
Council,  shall  be  in  the  discretion  of  the  tribunal. 

184 — The  tribunal  of  appeal  may  from  time  to  time, 
subject  to  the  approval  of  the  Lord  Chancellor,  make 
regulations  consistent  with  the  provisions  of  this  Act  as 
to  the  procedure  to  be  followed  in  cases  of  appeal  to  the 
tribunal,  including  the  time  and  notice  of  appeal,  and  as 
to  fees  to  be  paid  by  appellants  and  other  parties. 
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185 — Any  order  of  the  tribunal  of  appeal  may  be  Enforcomeut 
enforced  by  the  High  Court  as  if  it  had  been  an  order  of  ^HbunaS?"  ""^ 
that  court. 

*  186 — All  fees  and  sums  of  money  paid  to  the  tribunal   Fees,  &c,,  to 
of  appeal  shall  be  paid  over  to  the  Council  and  carried  to   council.  ^ 
the    county    fund,    and    the   salaries   or   fees   payable   to   i^^'pensfs. 
membeis  of  the  tribunal,  and  the  office  and  establishment 
exj^enses  of  the  tribunal,  and  expenses  incurred    by  the 
tribunal    and   the  Council  in  reference  thereto,  shall  be 
defrayed  out  of  the  county  fund. 


Notices. 

187 — 1-  Notices,    orders    and    other    such    documents   Notices  to  Le 
under  this  Act  shall  be  in  writing,  and  notices  and  docu-  ^^  ""t'ng. 
ments  other  than  orders  when  issued  by  the  Council  shall 
be  sufficiently  authenticated  if  signed  by  their  clerk  or  by 
the  officer  by  whom  the  same  are  given  or  served. 

2.  Orders  shall  be  under  the  seal  of  the  Council. 

188 — 1-  Any  notice,  order  or  other  document  required  Service  of 
or  authorised  to  be  served  under  this  Act,  the  service  of  °°"^*^- 
which  is  not  provided  for  by  the  Summary  Jurisdiction 
Acts,  the  Lands  Clauses  Acts,  or  the  Companies  Clauses 
Consolidation  Act,  1845,  may  be  served  by  delivering  a 
copy  thereof  at,  or  by  sending  a  copy  thereof  by  post  in  a 
registered  letter  to  the  usual  or  last  known  residence  in 
the  United  Kingdom  of  the  person  to  whom  it  is  addressed, 
or  by  delivering  the  same  to  some  person  on  the  premises 
to  which  it  relates,  or  if  no  person  be  found  on  the 
premises,  then  by  fixing  a  copy  thereof  on  some  conspicu- 
ous part  of  the  building  to  which  it  relates,  and  in  the 
case  of  a  railway  company  by  delivering  a  copy  thereof  to 
the  secretary  at  the  principal  office  of  the  said  company. 

2.  Any  notice,  order  or  other  document  to  be  served 
upon  a  builder  shall  be  deemed  to  be  sufficiently  served  if 
posted  in  a  registered  letter  addressed  to  such  builder  at 
the  place  of  address  stated  in  his  building  notice  (if  any), 
or  in  default  thereof  at  his  office  or  any  one  of  his 
lorincii)al  offices,  or  if  a  copy  thereof  be  fixed  on  some 
conspicuous  part  of  the  building  to  which  it  relates. 

3.  Any  notice  by  this  Act  required  to  be  given  to  or 
served  on  the  owner  or  occupier  of  any  premises  may  be 
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addressed  by  the  description  of  the  "owner"  or  "occxi- 
pier"  of  the  premises  (naming  the  premises)  in  respect  of 
which  the  notice  is  given  or  served,  without  further  name 
or  description. 

4.  Any  notice  required  by  this  Act  to  be  served  on  a 
district  surveyor  may  be  served  on  him  by  post  in  a 
registered  letter  addressed  to  him  at  his  office,  or  by 
leavino;  the  same  at  his  office. 


Expenses, 
liow  borne . 


Power  for 
Council  to 
annex 
conditions. 


As  to  build- 
ings of 
historical 
interest. 


Part    XVI. 

MISCELLANEOUS. 

189 — -^11  expenses  incurred  by  the  Council  in  carrying 
this  Act  into  execution  and  not  otherwise  provided  foF 
shall  be  dt  emed  to  be  general  expenses  incurred  by  the 
Council  and  shall  be  raised  and  paid  accordiagly,  and  the 
costs,  charges  and  expenses  preliminary  to  and  of  and 
incidental  to  the  preparing,  applying  for  and  obtaining 
passing  of  this  Act  shall  be  raised  and  paid  by  the 
Council  in  like  manner. 

190 — 121  any  ease  where  the  Coimcil  are  authorised 
undeT  this  Act  to  refuse  their  sanction,  consent  or  allow- 
ance to  the  doing  or  omission  of  any  act  or  tiling,  the 
Council  may,  if  they  think  fit,  instead  of  refusing  such 
eanction,  consent  or  allowance,  give  the  same  subject  to 
such  terms  and  condiiions  in  relation  to  the  subject 
matter  of  such  sanction,  consent  or  allowance  as  the 
Council  think  fit.  Any  such  term  or  condition  wheii 
accepted  shall  be  binding  on  the  owner  or  occupier  of  the 
building  or  structure  or  ground  to  which  the  sanction,, 
consent  or  allowance  relates,  and  if  at  any  time  any  term 
or  condition  so  accepted  is  not  observed  or  fulfilled,  the 
owner  or  occupier  in  defaiilt  shall  be  subject  to  a  penalty 
as  hereinafter  provided. 

191 — lu  the  event  of  its  being  necessary  to  take  down 
any  portion  of  an  old  building  of  architectural  or  histori- 
cal interest,  constructed  otherwise  than  in  accoixlance  with 
the  regulations  of  this  Act,  or  in  the  event  of  the  de- 
struction of  an}'  part  of  such  building,  the  part  so  taken 
down  or  destroyed  ma}',  with  the  consent  ot  the  Council 
first  obtained,  be  restored  in  the  same  material  and  in  tho 
eaine  design  as  it  formerly  was. 
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192 — Any    owner,    builder    or    other    person   and  his    Power  of 
servants,  workmen  and  agents  may,  fur  the  purpose  of  ow^r!&c, 
complj^ing  with  any  notice  or  order  served  or  made  on   to  execute 
him  in  pursuance  of  this  Act  in  respect  of  any  building 
or  structure,  room  or  place,  after  giving  seven  days'  notice 
to  the  occiipier  thereof,  and  on  production  of  the  first- 
mentioned  notice  or  order,  enter  and  from  time  to  time 
without  further  notice  re-enter  such  building  or  structure, 
room  or  place  and    do    all    necessary  works   and    things 
therein,  thereto  or  in  connection  therewith. 

193 — Where  any  building  has  been  erected  or  work  Limitation 
done  ■*7itbout  due  notice  having  been  given  to  the  dis-  proceedings 
trict  surveyor  (in  accordance  with  this  Act  or  a  byelaw   ^''^''e 

notice  not 

made  under  this  Act),  the  district  surveyor  may,  at  any  guen. 
time  within  one  month  after  he  has  discovered  that  such 
building  has  been  erected  or  w^ork  done,  enter  the 
premises  for  the  purpose  of  seeing  that  the  provisions  of 
this  Act  or  any  notice  served  or  order  made  under  the 
same  have  been  complied  with,  and  the  time  during 
which  the  district  surveyor  may  take  any  proceedings  or 
do  anything  axithorised  or  required  by  this  Act  to  be  done 
by  him  in  respect  of  such  building  or  work,  shall  begin  to 
run  from  the  date  of  his  discovering  that  such  building 
has  been  erected  or  work  done. 

194 — Applications,    plans    and    other    documents    de-   Plans  and 
livered  at  the    office  of    the    Council    or    to  the  district   brpwperty" 
survej-or  in   pursuance  of  this  Act  or  of  any  byelaw  of  of  Council 
the  Council  thereunder,  shall  on  delivery  there  become  the 
property  of  the  Council. 

195 — The  approval  by  the  Council  of  any  plans  or  par-   Mode  of 
ticulars  for  the  purposes  of  this  Act  shall  be  signified  in   approval  of 
writing  under  the  hand  of  the  superintending  architect.       Council  to 

196 — Where  any  consent  is  required  to  be  given,  any   Consent,  iiow 
notice  to  be  served,  or  any  other  thing  to  be  done  by,  on   beiiaVof 
or  to  any  owner  in  pursuance  of  this  Act,  if  there  is  no   owners  not 
owner  or  if  any  such  owner  cannot  be  found  the  judge  of 
the  county  court  may  give  such  consent,  or  do,  or  cause 
to  be  done  such  thing  on  such  terms  and  conditions  as  he 
may  think  fit,  and  may  dispense  with  the  service  of  any 
notice  which  would  otherwise  be  required  to  be  served. 
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toiingof  197 — !•  It  sliall  Bot  be  lawful  for  any  person  to  erect 


u  ood  and 
limber 


or  place  a  pile,  stack  or  store  of  cTii  or  uncut  timber, 
lath  wood,  firewood,  casks  or  barrels,  whether  on  or  above 
the  ground,  nearer  to  a  street  than  the  buildings  forming 
the  general  line  of  buildings  therein,  except  in  a  position 
wherein  such  a  pile,  stack  or  store  stood  on  the  fii^st  day 
of  January,  one  thousand  eight  hundred  and  ninety-four. 

1j.  It  shall  not  be  lawful  for  any  person  to  pile,  stack  or 
store  cut  or  uncut  timber,  iathwood,  firewood,  casks  or 
barrels  in  the  same  yard  or  gi  ound,  or  im  any  part  of  the 
same  premises  with  Slmj  furnace  except  in  the  following 
cases  : — 

(a)  Where  the  furnace  is  enclosed  in  a  building  or 

chamber  constructed  of  fire-resisting  materials  ; 

or 
(&)  Where  there  is  a  distance  of  not  less  than  ten 

feet  between  the  furnace  and  the  pile,  stack  or 

store  of  timber,  Iathwood,  firewood,  casks  or 

barrels. 

3.  No  pile,  stack  or  store  of  timber,  Iathwood,  firewood, 
nasks  or  barrels  shall  exceed  sixty  feet  in  height  from  the 
level  of  the  ground. 

4.  It  shall  not  be  lawful  to  form  in  any  pile,  stack  or 
store  of  timber,  Iathwood,  fiiewood,  casks  or  barrels  any 
room  or  chamber  or  space  (other  than  a  passage)  to  be 
used  for  any  purpose  whatever. 

5.  Timber  yards  existing  at  the  time  of  the  passing  of 
this  Act  shall  comply  with  these  provisions  witldn  two 
years  from  the  date  of  the  passing  of  the  Ast,  but  the 
Council  shall  have  power  in  individual  cases  if  they  think 
fit  to  prolong  this  time  for  a  term  not  exceeding  seven 
years,  and  shall  have  power  to  relax  any  of  the  provisions 
of  this  section. 

6.  This  section  shall  not  apply  to  yailway  companies  or 
canal  companies  so  far  as  regards  timber,  Iathwood,  fire- 
wood, casks  or  barrels  in  transit  or  piled,  stacked  or  stored 
on  land  occuj^ied  by  them  for  the  purposes  of  their  under- 
takings, nor  to  timber,  Iathwood,  firewood,  casks  or  barrels 
piled,  stacked  or  stored  in  or  on  any  yard  or  other  premises 
occupied  by  any  dock  eompaay  for  the  purposes  of  their 
undertaking,  or  to  any  such  yard  or  premises,  or  to  any 
person  piling  or  stacking  or  storing  timber,  Iathwood,  fire- 
wood, casks  or  barrels  in  or  on  any  such  yard  or  premises* 
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obstruction 
in  streets. 


198 — Proceedings  with  respect  to  a  building  shall  not   Removal  uf 
be  affected  bj  the  removal  or  falling  in  of  the  roof  or   [ir"^"^^'" 
covering  of  such  building.  proceedings. 

199 — ^o  person  not  being  properly  authorised  shall  Preventing 
erect  or  place,  or  cause  to  be  erected  or  j^laced  any  post, 
rail,  fence,  bar,  obstruction  or  encroachment  whatsoever, 
in,  upon,  over  or  under  any  street,  and  no  person  not  being 
lawfull3'  authorised  shall  alter  or  interfere  with  any 
street  in  such  a  manner  as  to  impede  or  hinder  the  traific 
for  which  such  street  was  formed  or  laid  out  from  passing 
over  the  same. 

The  Council  may,  at  the  expiration  of  two  days  after 
giving  notice  in  writing  to  such  jjerson  to  demolish  or 
remove  any  such  post,  rail,  fence,  bar,  obstruction  or  en- 
croachment, or  to  reinstate  or  restore  such  street  to  its 
former  condition  (as  the  case  may  be),  demolish  or  remove 
any  such  post,  rail,  fence,  bar,  obstruction  or  encroach- 
ment, and  reinstate  or  restore  such  street  to  its  former 
condition,  and  recover  the  expenses  thereof  from  such 
person  in  a  summary  manner. 

This  section  shall  not  apply  within  the  City. 


Offences  against  Act. 

200 — Subject  to  the  provisions  of  this  Act  every 
person  who  does  any  of  the  things  specified  in  this  section 
shall  be  deemed  to  have  committed  an  offence  against  this 
Act,  and  shall  be  liable  upon  conviction  in  a  summary 
manner  to  a  penalty  not  exceeding  the  amount  hereafter 
specified  in  connection  with  such  offence,  and  to  a 
further  penalty  not  exceeding  the  ^amount  hereafter 
stated  as  the  daily  penalty  in  connection  with  such  offence 
for  every  day  on  which  the  offence  is  continued  after  such 
conviction  (that  is  to  say)  : — 
1.  Every  person  who — 

(g)  commences  to  form  or  lay  out,  alter  or 
adapt  any  street  or  way,  Avithout  having 
first  obtained  the  sanction  of  the  Council 
under  this  Act,  or  otherwise  than  in 
accordance  with  the  conditions  (if  any) 
prescribed  by  the  Council  in  giving  their 
sanction  or  by  the  tribunal  of  appeal,  as 


Offf-nces 
against  Act. 
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the  case  may  be,  or  commences  to  widen 
any  street  or  way  to  a  le>s  extent  than  the 
prescribed  distance  without  giving  to  the 
Council  the  notice  prescribed  by  this  Act ; 
or 
(5)  unlawfull}''  erects  or  places  in,  Tipon  or  over 
any  street  or    way  any  post,    fence,   bar, 
obstruction  or  encroachment ;  or 
(c)  unlawfully   permits   any   such    post,    rail, 
fence,  bar,  obstruction  or  encroachment  in, 
upon  or  over  anj-  street  or  way  to  remain 
after    notice   served    upon    him    by    the 
Council  to  remove  the  same  ;  or 
((f)  unlawfully  alters  or  interferes    Avith  any 
street  in  such  a  manner  as  to  impede  or 
hinder   the  traffic   for  which  such  street 
was  formed  or  laid  out ; 
shall  be  liable  to  a  penalty  not  exceeding  ten 
pounds  for  every  such  offi.'nce,   and  to   a  daily 
penalty  not  exceeding  forty  shillings. 
2.  Every  joerson  who   neglects  or  refuses  for  twenty- 
eight  days  after  the  service  of  any  notices  em- 
powered to  lie  served  under  Part  II.  of  this  Act, 
requiring    liiia    to    set    back    any    building    or 
structure  to  comply   with   the   recjuirements  of 
such  notice,  or  after  the  CKpiration  of  such  period 
fails  to  carry  out  or  complete  the  works  neces- 
sary for  such  compliance  within  the  time  (if  any) 
limited  in  such  notice,  shall  be  liable  to  a  penalty 
of  not    less  than   foity   shillings  and   not  more 
than  five  ]x>unds,  and  to  a  daily  penalty  of  not 
less  than  ten  shillings  and  not  more  than  forty 
shillings.     Provided  always  that  this  sub-section 
ehall  not  applj^  to  a.nj  non-compliance  with  such 
notice  in  the  case  of  an  intended  highway  where 
the  same  shall  not  be  oiDened  as  a  highway. 
3-  Every  person  who  — 

(a)  erects  or  bringiS  forward  any  building  or 
structure  in  contravention  of  any  of  the 
provisions  of  Part  III  of  this  Act,  or  of 
any  conditions  attached  by  the  Council  to 
any  consent  given  pursuant  to  such  pro- 
visions j  or 
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(h)  erects,  alters,  enlarges,  rebuilds  or  raises, 
or  commences  to  erect,  alter,  enlarge,  re- 
Imild  or  raise  any  building,  or  commences 
so  to  do  so  as  to  contravene  any  of  the 
provisions  of  Part  V.  of  this  Act ;  or 
(c)  fails  to  comply  with  any  of  the  provisions 

of  Part  VI.  of  this  Act ;  or 
(rf)  fails  to  comply  with  the  requirements  of 
any  notice  given  to  or  served  upon  him 
under  and  in  accordance  with  Part  VII. 
of  this    Act    within    the    time   (if    any) 
specified  in  such  notice  ;  or 
(e)  sets   up,  erects  or  adapts  any  building    or 
structure  to  which  Part  VJI.  of  this  Act 
applies    without     having    obtained    any 
license  required  by  that  Part  of  this  Act, 
or  makes  default  in  observing  any  of  the 
conditions  contained  in  such  license  ; 
shall  be  liable  to  a  joenalty  not  exceeding  twenty 
pounds  a  day  during  every  day  of  the  continu- 
ance of  the  non-compliance  with  the  order  of  the 
Coui  t  in  reference  to  the  matters  aforesaid  : 

4.  Every  person  who  hinders  or  obstructs  any  persons 

empowered  by  this  Act  to  enter  and  remain  on 
any  premises  for  the  pur2:)ose  of  executing  and  to 
execute  any  work  authorised  or  dii'ected  to  be 
done  under  this  Act,  or  wilfully  damages  or 
injures  any  such  work,  shall  be  liable  for  every 
such  oflence  to  a  penalty  not  exceeding  ten 
pounds : 

5.  Every  person  who,  being  a  building   owner   liable 

under  I'art  VIII.  of  this  Act  to  make  good  any 
damage  which  he  may  occasion  to  the  adjoining 
owners'  or  adjoining  occupiers'  property,  by  any 
works  authorised  to  be  executed  by  the  building 
owner,  or  to  do  any  other  thing  upon  condition 
of  doing  which  his  right  to  execute  such  works 
is  by  Part  VIII.  of  this  Act  declared  to  arise, 
fails  within  a  reasonable  time  to  make  good  such 
damage,  or  to  do  such  thing,  shall  be  liable  to  a 
penalty  not  exceeding  twenty  pounds,  and  to  a 
daily  penalty  not  exceeding  the  like  amount : 

6.  Every  person  who  refuses  to  admit  the  purchaser  of 
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any  materials  sold  tinder  this  Act,  his  servants  or 
agents,  npon  the  land  on  which  the  same  are,  at 
a  reasonable  hour,  or  impedes  him  or  them  in 
removing  the  same  therefrom  at  a  reasonable 
hour,  shall  be  liable  to  a  penalty  not  exceeding 
ten  pounds,  and  to  a  daily  penalty  of  not  exceed- 
ing five  pounds : 

7.  Every  person  who  erects  a  building  nearer  than  fifty 

feet  to  a  building  used  for  any  dangerous 
business,  or  a  dwelling-house  nearer  than  fifty 
feet  to  a  building  used  for  any  noxious  business, 
shall  be  liable  to  a  penalty  not  exceeding  fifty 
pounds,  and  to  a  daily  penalty  not  exceeding 
the  like  amount  for  every  day  during  which 
such  first-mentioned  building  or  such  dwelling- 
house  shall  be  allowed  to  so  remain  near  to  such 
dangerous  or  noxious  business  : 

8.  Every  person   who  establishes  or  carries  on  a  dan- 

gerous or  noxious  business  in  contravention  of  any 
of  the  provisions  of  this  Act  shall  be  liable  to 
a  penalty  n(jt  exceeding  fifty  pounds,  and  to  a 
daily  penalty  not  exceeding  the  like  amount : 

9.  Every  person  who  erects  or  adapts,  or  commences  to 

erect  or  adapt  otherwise  than  in  accordance  with 
the  provisions  of  Part  XI.  of  this  Act  any  build- 
ing to  which  Part  XI.  of  this  Act  relates,  shall 
be  liable  to  a  penalty  not  exceeding  one  hundred 
pounds,  and  to  a  daily  penalty  not  exceeding 
fifty  pounds  for  every  day  after  the  conviction 
for  the  offence  on  which  the  building  continues 
so  erected  or  adapted  without  a  license,  or  on 
which  default  is  made  in  observing  or  complying 
with  any  conditions  of  a  license  under  that  Part 
of  this  Act : 

10.  Every  person  not  complying  with  any  term  or  con- 

dition imposed  by  the  Council  under  the  section 
the  marginal  note  of  which  is  "  Power  for 
Council  to  Hnnex  conditions  "  shall  be  liable  to 
a  penalty  not  exceeding  ten  pounds  : 

11.  (a)  Any    person    who    places,  erects  or  retains,  or 

sulfers  or  permits  to  be  placed,  erected  or 
retained  any  sky  sign  contrary  to  the  provisions 
of  this  Act ;  or 
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(6)  Being  a  person  who  onglit  to  serve  a 
building  notice,  fails  to  do  so  or  begins  to 
execute  a  work  respecting  which  he 
ought  to  serve  a  building  notice,  before 
serving  siich  notice,  or  having  served  a 
building  notice  begins  to  execute  the 
work  to  which  it  relates  before  the  ex- 
piration of  two  clear  days  after  the  notice 
has  ceased  to  operate  ;  or 

(c)  Eefuses  to  permit  any  district  surveyor  at 

a  reasonable  time  to  enter,  survey  or 
inspect  any  building,  work  or  premises 
which  such  surveyor  is  by  this  Act 
authorised  to  enter  and  inspect,  or  refuses 
or  neglects  to  afibrd  him  all  reasonable 
assistance  in  such  inspection  ;  or 

(d)  Fails  to  comply  with  any  order  of  the 
county  court  made  in  pursuance  of  this 
Act  within  the  time  named  in  such  order ; 
or 

(e)  Eefuses  to  admit  at  a  reasonable  time  a 

builder  to  a  building,  or  otherwise  pre- 
vents a  builder  from  complying  with  any 
order  of  the  county  court  made  in  pursu- 
ance of  this  Act ;  or 

(/)  (Being  a  workman,  labourer,  servant,  or 
other  person  employed  in  or  about  any 
building)  wilfully  and  without  the  privity 
or  consent  of  the  person  causing  the  work 
to  be  done,  does  anything  in  or  about  such 
building  contrary  to  the  provisions  of  this 
Act ;  or 

{g)  Eefuses  to  admit  at  a  reasonable  time  any 
owner,  builder  or  person,  or  his  servants, 
workmen  or  agents  into  any  land,  build- 
ing or  structure  for  the  purpose  of  com- 
plying with  any  notice  or  order  served 
or  made  on  him  in  pursuance  of  this  Act 
in  respect  of  such  land,  building  or 
structure,  or  refuses  or  neglects  to  aiford 
them  all  reasonable  assistance  in  com- 
plying with  such  notice  or  executing  such 
order ;  or 
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(7i)  Acts  in  any  manner  in   contravention    of 

any  of  the  provisions  of  this  Act  relating 

to  the  storing  of  wood  and  timber;  or 

(y)  Does  any  other  thing  prohibited  by  this 

Act,  or  fails,  neglects  or  omits  to  do  any 

other  thing  which  he  is  required  to  do 

lender  or  in  pursuance  of  this  Act ; 

shall  be  liable  to  a  penalty  not  exceeding  forty 

shillings,  and  to  a  daily  penalty  not  exceeding 

the  like  amount : 

12.  Every   per.son    who    without   the    consent   of    the 

Council  converts  or  uses  a  building  contrary  to 

any  of  the  provisions  of  the  sectiun  of  this  Act 

of  which  the  marginal  note  is  "  Eules  as  to  con- 

vei'sion  of  buildings,"  shall  be  liable  to  a  penalty 

not  exceeding  ten  pounds,  and  to  a  daily  penalty 

not  exceeding  the  like  amount  for  every  day  on 

which  the  building  remains  so  converted,  or  is 

used    contrary    to    the    jjrovisions   of    the    said 

section. 

The    liability    to    these    penalties    shall    be    without 

prejudice  to  any  other  proceedings,  whether  under  this 

Act   or  any  byelaw  under  this  Act  or  otherwise,  but  so 

that   no   person   shall   be   punished   twice  for  the   same 

offence. 

Application  of  Act. 
I'.uii. lings  201 — The    following    buildings    and    works    shall   be 

'^xcniiji  from  w^ -^^  ^  cd  ^  '^ 

i'arts.if  Act,   cxcmpt  from  the  operation  of  Parts  VI.  and  YII.  of  this 
Act  :— 

1.  Bridges,  piers,  jetties,  embankment  walls,  retaining 

walls  and  wharf  or  quay  walls  : 

2.  The  Mansion  House,  Guildhall  and  Eoyal  Exchange 

of  the  City : 

3.  The  offices  and  buildings   of  the  Bank  of  England 

within  the  City  : 

4.  All  buildintis  erected  before  or  after  the  passing  of 

this  Act,  by  or  with  the  sanction  of  the  Com- 
missioners for  the  Exhibition  of  1851,  on  any 
lands  belonging  to  them  and  purchased  in 
pursuance  of  any  power  vested  in  them  by 
charter  or  Act  of  Parliament,  except  streets  or 


LONDON  BUILDING    JOT,    1894.  143 

blocks  of  buildings  erected  by  tliem  or  with 
their  sanction  as  private  dwelling-houses  : 

5.  The  Sessions  House  at  the  Old  Bailey,  and  all  other 

session  houses  or  other  public  buildings  belong- 
ing to  or  occupied  for  public  purposes  by  the 
justices  of  the  peace  of  the  counties  of  Middlesex, 
London  and  the  City  of  London,  or  by  the 
County  Councils  of  London  and  Middlesex 
respectively  : 

6.  The  erections  and  buildings  authorised  by  an  Act 

passed  in  the  ninth  year  of  the  reign  of  his  late 
Majesty  King  George  the  Fourth  for  the  pur- 
poses of  a  market  in  Covent  Garden  : 

7.  The  buildings  of  the  Metropolitan  Cattle  Market  and 

of  the  Cattle  Market  at  Deptford ;  and  any  build- 
ing within  the  market  premises  inhabited  or 
adapted  to  be  inhabited  by  any  official  or  servant 
of  the  Corporation  for  the  purposes  of  such 
markets  or  either  of  them  : 

8.  Any  building  or  part  of  a  building  belonging  to  a 

canal  company,  and  used  exclusively  for  the 
purposes  of  canal  works  under  any  Act  of 
Parliament ; 

Any  building  or  structure  situate  upon  the  railway  or 
within  the  railway  or  station  jjremises,  and  used 
for  the  purposes  of  or  in  connection  with  the 
traffic  of  a  railway  company  ; 

Any  building  or  part  of  a  building  belonging  to  a  gas 
company  and  used  exclusively  for  gasworks ; 

Any  building  or  part  of  a  building  belonging  to  the 
Conservators  of  the  Eiver  Thames  and  used  by 
them  as  a  workshop  or  store  ; 

The  foundations  and  walls  of  buildings  belonging  to  a 
railway  company  situate  over  any  station  or 
works  of  a  railway  company,  or  immediately  ad- 
joining any  railway  or  works  of  a  railway 
company,  and  upon  land  acquired  under  the 
powers  of  an  Act  of  Parliament ; 

Any  building  within  the  station  premisesof  any  railway 
company  inhabited  or  adapted  to  be  inhabited  in 
whole  or  in  part  by  any  official  or  servant  of  the 
railway  company. 

Provided  always  that  nothing  in  this  sub-section  shall 


144  LONDON  BUILDING   ACT,   1894. 

exempt  any  other  buildings  used  for  tlie  purpose 
of  human  habitation  so  far  as  they  are  so 
used : 
9.  Any  building  or  structure,  or  part  of  a  building  or 
structure  belonging  to  a  dock  company  consti- 
tuted by  Act  of  Parliament,  and  situate  within 
the  dock  premises  : 

10.  Buildings  not  exceeding  in  ai'ea  thirty  square  feet, 

and  not  exceeding  in  height  five  feet  in  any  part, 
measured  from  the  level  of  the  ground  to  the  under- 
side of  the  eaves  or  roof  plate,  and  distant  at  least 
five  feet  from  any  other  building  and  from  any 
street,  and  not  having  therein  any  stove,  flue,  fire- 
place, hot-air  pipe,  hot-water  pipe  or  other  appa- 
ratus for  warming  or  ventilating  the  same,  pro- 
vided that  no  portion  of  the  building  extends 
beyond  the  general  line  of  buildings  in  any  street: 

11.  All  the  buildings  and  structures  (not  exceeding  in 

height  thirty  feet,  as  measured  from  the  footings 
of  the  walls,  and  not  exceeding  in  extent  one 
hundred  and  twenty-five  thousand  cubic  feet, 
and  not  being  public  buildings)  wholly  in  one 
occupation,  and  distant  at  the  least  eight  feet 
from  the  nearest  street  or  way,  and  at  the  least 
thirty  feet  from  the  nearest  buildings  and  from 
the  land  of  any  adjoining  owner.  A  detached 
dwelling-house  shall  not  be  excluded  from  this 
exemption  solely  by  reason  of  its  being  within 
thirty  feet  of  another  detached  building  con- 
structed as  stables  or  offices  to  be  used  in 
connection  with  such  dwelling-house  : 

12.  All  buildings  not  exceeding  in  extent  two  hundred 

and  fifty  thousand  cubic  feet,  and  not  being 
public  buildings,  and  distant  at  the  least  thirty 
feet  from  the  nearest  street  or  way,  and  at  the  least 
sixty  feet  from  the  nearest  buildings,  and  from 
the  land  of  an  adjoining  owner.  A  detached 
dwelling-house  shall  not  be  excluded  from  this 
exem})tion,  solely  by  reason  of  its  being  within 
sixty  feet  of  another  detached  building  con- 
structed as  stables  or  offices  to  be  used  in 
connection  with  such  dwelling-house  : 
lo.  All  party  fence  wails  not  exceeding  in  height  seven 
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feet,  measured  from  the  top  of  the  footings  of  the 
walls  : 

14.  Greenhouses,  if  not  attached  to  other  huildings  : 

15.  Greenhouses,  if  attached  to  other  buildings,  so  far 

as  regards  the  necessary  woodAvork  of  the  sashes, 
doors  and  frames  : 

16.  Cases  of  metal  and   glass  used    solely   for  holding 

plants,  fastened  to  the  woodwork  of  the  sill  and 
lower  sash  of  a  window,  provided  that  no  porti<  m 
project  over  the  public  way,  or  more  than  twelve 
inches  beyond  the  external  face  of  the  wall  of  the 
building  : 

17.  Openings  made  into  walls,  or  flues,  for  the  purpose 

of    inserting    therein    ventilating    valves   of    a 

superficial  extent  not  greater  than  forty  square 

inches,  if  such  valves  are  not  nearer  than  twelve 

inches    to    any    timber    or    other    combustible 

material. 

If  any  addition  be  made  to  any  building  or  structure 

specified  in  sub-sections  10,  11  or  12,  whereby  any  increase 

is  caused  in  the  area,  height  or  extent  of  anj^  such  building 

or  structure  beyond  the  area,  height  or  extent  mentioned 

in  the  sub-section  in  which  any  such  building  or  structure 

is  specified,  the  Council  may  give  notice  to  the  owner  or 

occupier  of  such  building  or  structure  either  to  remove 

such  addition   or  to  make  the  building    so  increased  in 

heijiht  or  extent  conform  with  all  or  any  of  the  provisions 

of  this  Act  and  with  any  byelaws  under  this  Act  relating 

to  the  construction  of  buildings,  and  upon  his  failing  to 

do  so  within  fourteen  days  from  the  service  upon  him  of 

such  notice,  the  Council  may  remove  such  addition  to  the 

building  or  structure,  and  may  recover  the  expenses  of 

such   removal   from   the   owner   or   occupier   so   making 

default  in  a  summary  manner. 

202 — There  shall  be  exempted  from  so  much  of  the   Exemp-iou 
provisions    of    this    Act    as    relates    to    buildings     and   «fG.)Vfni- 

^  ,  °  mem  b'lild- 

structures —  ings. 

Every  building,  structure  or  work  vested  in,  and  in 
the  occupation  of  Her  Majesty,  Her  heirs  and 
successors,  either  beneficially  or  as  part  of  the 
hereditary  revenues  of  the  Crown,  or  in  trust 
for  the  public  service  or  for  public  services  ;  also 

L 
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Auy  building,  structure  or  work  vested  in  and  in 
the  occupalion  of  any  department  of  Her 
Majesty's  Government,  or  of  the  Metropolitan 
Police,  or  of  the  trustees  of  the  British  Museum, 
for  public  purposes  or  for  the  public  service ; 
also 

Any  building,  structure  or  work  vested  in  and  occu- 
pied fir  the  service  of  the  Duke  of  Cornwall  for 
the  time  being. 

As  to  203— Where    a    local    authority    or    a    company    has 

for'uie^*  statutory  powers  for  the  supply  of  electricity  in  any 
supply  of  metropolitan  distiict,  the  buildings  of  such  local  au- 
eiecmcity.  thority  or  company  used  as  a  generating  statitm,  or  for 
works,  shall  be  deemed  to  be  special  buildings,  to  which 
the  general  provisions  of  Parts  V.,  VI.  and  VII.,  and  the 
First  and  Second  Schedules  of  this  Act  do  not  apply,  and 
plans  thereof  shall  be  submitted  to  the  Council  for  their 
approval,  and  the  Council  shall  have  power  to  authorise 
the  buildings  to  be  erected  of  greater  dimensions  than, 
two  hundred  and  fifty  thousand  cubic  feet,  and  in  other 
respects  to  exempt  such  buildings  from  any  of  the  pro- 
visions of  this  Act  if  they  think  fit, 

Kxemptins  204 — The  lands,  buildings  and  property  of — 

lands,  build-  1.  'j'jje  Honourable  Society  of  the  Inner  Temple; 

property  uf  2.  The  Honorablc  Society  of  the  Middle  Temple  ; 

'""■"''  3.  The  Honourable  Society  of  Lincoln's  Inu  ; 

4.  The  Honourable  Society  of  Gray's  Inn  ; 
herein  called  '•  the  Inns  of  Court,"  shall  be  exempt  from 
the  operation  of  this  Act.  Provided  that  in  respect  of 
any  building,  structure  or  land  which  abuts  upon  any 
public  street,  public  place  or  public  way,  the  Inns  of 
Court  shall  be  subject  to  the  provisions  of  Part  III.  of 
this  Act  (Lines  of  Building  Frontage). 

Saving  205 — 111  addition  to  any  exemption    referring  to  gas 

'^'r'"^f  r  companies  contained  in  this  Act,  nothing  in  this  Act 
couipumt'.sf''  contained  shall  in  any  way  take  away,  altei',  prejudice 
or  affect  any  of  the  powers,  rights  and  jirivileges  con- 
ferred ujjon  a  gas  coiupany  by  any  Act  of  Parliament, 
and  as  existing  immediately  before  the  passing  of  this 
Act. 


taken  down. 
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206 — Any  "building,  structure  or  work  in  any  respect   Duration  of 
exempt  from  the  operation  of  this  Act,  or  in  any  manner  exempnon. 
privileged  in  respect  of  any  provision  of  this  Act,  shall 
remain  so  exempt  or  pri^nleged  so  long  only  as  it  is  used 
for  the  puipose,  or  retains  the  character  by  reason  where- 
of it  is  so  exempt  or  privileged. 

207 — It  shall  not  he  lawful  (unless  with  the  consent  Buildings 
of  the  Council)  to  make  any  alteration  of  any  building   not  to  be  _ 
in  such  manner  that  when  so  altered  it  will  by  reason  of  no^tocon-^^ 
such  alteration  not  be  in  conformity  with  the  j)rovisions  ^"'■'^  ^'^  ^'•''^• 
of  this  Act  applicable  to  new  buildings. 

208 — Unless  in  any  case  the  Council  otherwise  allow,  when 
where  a  party  wall  or  external  wall  not  in  conformity  remainder  of 
with  this  Act  has  been  taken  down,  burnt  or  destroyed   &c ,  to  bo 
to  the  extent  of  one-half  thereof  (measured  in  superficial 
feet),  every  remaining  portion  of  the  old  wall  not  in  con- 
formity  with  this  Act  shall  either  be   made  to  conform 
therewith  or  to   be    taken    down    before    the  rebuilding 
thereof. 

209 — Every  addition  to  or  alteration  of  a  building,  and   Additions 
any  other  work  made  or  done  for  any  purpose  in,  to  or   '°:  ^"^  "'**'"' 
upon  a    building    (except    that  of   necessary  repair    not  buildings. 
affecting  the  construction  of  any  external  or  paity  wall) 
shall,  so  far  as  regards  such  addition  or  alteration  or  other 
work,  be  subject  to  the  provisions  of  this  Act  and  of  bye- 
laws  thereunder  relating  to  new  buildings. 

210 — A  building,   structure  or    work  erected   or  con-   Application 
structed  before  the  commencement  of  this  Act,  to  which   J^[,ifjfng° 
no  objection  could  have  been  taken  under  any  law  then   erected 
in  force,  shall  (subject  to  the  provisions  of  this  Act  as  to 
new  buildings  or  the  alteration  of  buildings)  be  deemed   oiAa. 
to  be  erected  or  constructed  in  compliance  with  the  pro- 
visions of  this  Act. 

211 — Unless  in  any  case  the  Council  otherwise  allow.   Rules  as  to 
no  i^erson  shall—  convention. .r 

'  ,  .  buildings. 

(1)  convert  into  or  use  as  a  dwelling-house  any  build- 
ing or  part  of  a  building  not  originally  con- 
structed lor  human  habitation ; 
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(2)  convert    into    one    dwelling-lionse   'two    or    more 

dwelling-houses  constructed  originally  as  sepa- 
rate dwelling-houses  ; 

(3)  convert  into  or  use  as  two  or  more  dwelling-houses 

any  buikling  constructed  originally  aa  one 
dwelling-house  ; 

(4)  convert  a  building  which  when  originally  erected 

was  legally  exempt  from  the  operation  of  any 
building  enactments  or  byelaws  in  force  within 
London  into  a  building  which,  had  it  been 
originally  erected  in  its  converted  form,  would 
have  been  within  the  operation  of  these  enact- 
ments or  byelaws ; 

(5)  re-convert   into  or   use   as    a    dwelling-house  any 

building  which  has  been  discontinued  as  or 
appropriated  for  any  purpose  other  than  a 
dwelling-house  ; 

(6)  convert  into  or  use  as  a  dwelling-room  or  part  of  a 

dwelling-room,  any  room  or  part  of  a  room  used 
as  a  shop  ;  or 

(7)  convert  a  dwelling-house  or  any  part  of  a  dwelling- 

house  into  a  shop ; 
in  such  manner  that  the  building  or  part  of  a  building  so 
converted  as  aforesaid,  when  converted  will  not  be  in 
conformity  with  the  provisions  of  this  Act  relating  to  the 
class  of  buildings  to  which  the  building  when  so  con- 
verted will  belong. 

ruiidiugsiu  212 — Notwithstanding  anything  contained  in  this  Act 
ingress.  j^  building,  structure  or  work  which  has  been  cnmmenced 
before^  and  is  in  progress  at  the  commencement  of  this 
Act,  or  which  is  to  be  carried  out  under  any  contract 
entered  into  before  the  passing  of  this  Act,  may  be  com- 
i:)leted  subject  to  and  in  accordance  with  the  provisions  of 
the  Acts  relating  thereto  as  in  force  immediately  previous 
to  the  passing  of  this  Act. 

Saving  213 — Nothing  in  this  Act  sliall  take  away  or  interfere 

rowfrsuf       with  the  jiowers  of  the  local  authorities  with  respect  to 
ii'ia'Liities,     the  paving  of  new  streets  under  the  Metropolis  Manage- 
ment Acts. 
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Itepeal. 

214 — Section  50  of  the  Metropolitan  Railway 
(Additional  Powers)  Act,  1866,  is  hereby  repealed. 

215 — !•  The  Acts  mentioned  in  the  Fourth  Schedule 
to  this  Act  are  hereby  repealed  to  the  extent  specified  in 
the  third  column  of  that  schedule. 
2.  This  appeal  shall  not  affect— 

(a)  The  past  operation  of  any  enactment  hereby 
rej^ealed,  nor  anything  duly  done  or  suffered 
under  any  enactment  hereby  rejDealed  ;  or 

(6)  Any  right,  privilege,  obligation  or  liability 
acquired,  accrued  or  incurred  under  or  in 
accordance  with  any  enactment  hereby  re- 
pealed ;  or 

(c)  Any  penalty,  forfeiture  or  punishment  incurred 
in  respect  of  any  offence  committed  against 
any  enactment  hereby  repealed  ;  or 

{d)  Any  power,  investigation,  legal  proceeding  or 
remedy  in  respect  of  any  such  right,  privilege, 
obligation,  liability,  penalty,  forfeiture  or 
punishment  as  aforesaid,  and  any  such  power, 
investigation,  legal  pioceeding  and  remedy 
may  be  exercised  and  carried  on  as  if  this  Act 
had  not  passed;  or 

(e)  Any  of  the  powers,  privileges,  exemptions, 
jurisdictions  or  authorities  given  to  or  vested 
in  the  Commissioners  of  Sewers  by  or  under 
any  Act  of  Parliament,  and  exi^ting  imme- 
diately before  the  passing  of  this  Act. 

216 — All  byelaws,  regulations,  orders,  consents,  con- 
ditions and  notices  duly  made,  given,  imposed  or  issued 
under  any  Act  hereby  repealed  sliall,  so  far  as  applicable 
for  the  purposes  of  this  Act,  be  of  the  same  validity  and 
effect  as  if  they  had  been  made,  given,  imposed  or  issued 
under  this  Act.  And  all  such  byelaws  and  regulations 
shall  remain  in  force  until  the  same  shall  be  revoked, 
altered  or  varied  by  byelaws  duly  made  under  the 
provisions  of  this  Act. 
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Saving  for  217 — Officers  appointed  tinder  any  enactment  hereby 

existing         repealed  shall  continue  iu  office  in  like  manner  as  if  this 
Act  had  not  been  passed. 

References  218 — Where  in  any  Act  or  document,  any  Act  or  any 

m  Acts  or  provisions  of  any  Act  are  mentioned  or  referred  to  which 

torepea'ied  are  repealed  b}^  this  Act,  such  Act  or  document  shall  with 

read  Is '^*  any  necessary  modifications,  and  so  far  only  as  the  circnm- 

re'fiiring to  stancos  of  the  case  admit,  be  read  as  if  this  Act  or  the 

this  Act.  corresponding  provisions  of  this  Act  were  thei'ein  men- 
tioned or  referred  to  instead  of  such  repealed  provisions. 
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SCHEDULES. 


THE  FIRST  SCHEDULE, 


Preliminary. 

Parts  I.  and  II.  of  this  ScliecUile  apply  to  walls  built  of 
bricks  not  of  less  than  eight  and  a  half  inches  long,  or  of 
stone  or  other  blocks  of  hard  and  incombustible  substance, 
the  beds  or  courses  being  horizontal. 

1.  Every  building,  unless  otherwise  sanctioned  in  ac- 
cordance with  this  Act,  shall  be  enclosed  with  walls  con- 
structed of  brick,  stone  or  other  hard  and  incombustible 
substances,  and  the  footings  shall  rest  on  the  solid  ground 
or  upon  concrete,  or  upon  other  solid  substructure.  Pro- 
vided that  open  sheds,  not  exceeding  sixteen  feet  in  height 
and  not  exceeding  four  squares  in  area,  may  be  constructed 
of  any  substances  and  in  any  manner  approved  by  the 
district  surveyor. 

2.  Every  wall  constructed  of  brick,  stone  or  other  similar 
substances  shall  be  projjerly  bonded  and  solidly  put 
together  with  mortar  or  cement,  and  no  part  of  such  wall 
shall  overhang  any  part  underneath  it  except  to  the  extent 
of  six  inches,  and  provided  that  the  projection  be  well  and 
solidly  corbelled  out,  and  that  the  side  of  the  wall  opposite 
to  the  corbelling  be  cariied  up  vertically  in  continuation 
of  the  inner  face  thereof.  And  all  return  walls  shall  be 
properly  bonded  together. 

3.  The  thickness  of  every  wall  not  being  built  of  biicks 
or  stone,  or  other  hard  and  incombustible  substances  laid 
in  horizontal  beds  or  courses,  shall  be  one-third  greater 
than  the  thickness  prescribed  in  Parts  I.  and  II.  of  this 
Schedule. 

4.  The  thickness  of  any  wall  of  a  dwelling-house,  if 
built  of  materials  other  than  those  before  specilied,  shall 
be  deemed  to  be  sufficient  if  made  of  the  thickness  required 
by  Parts  I.  and  II.  of  this  Schedule,  or  of  such  thickness 
as  may  be  approved  by  the  Council. 

5.  When  hollow  walls  are  constructed  there  shall  be  a 
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wall  on  one  side  of  the  hollow  space  of  the  full  thickness 
prescribed  by  this  Act. 
ii^iTht  of  6,  The   heights   of  storej's    shall  be  measured  as    fol- 

'"""y-  lows  :— 

(a)  The  height  of  a  topmost  storey  shall  be 
measured  from  the  level  of  the  underside  of 
its  floor  joists  up  to  the  level  of  the  under  sur- 
face of  the  tie  of  the  roof  or  other  covering,  or 
if  there  is  no  tie  then  up  to  the  level  of  half 
the  vertical  height  of  the  rafters  or  other  sup- 
port of  the  roof ; 
(fc)  The  height  of  every  storey  other  than  a  top- 
most storey  shall  be  measured  from  the  level 
of  the  underside  of  the  floor  joists  of  the  stoiey 
W])  to  the  level  of  the  underside  of  the  floor 
joists  of  the  storey  next  above  it. 
Height  of  7.  For  the  purpose  of  determining  the  thickness  of  a 

Tirt"-' wau"'*  wall  the  height  of  such  wall  shall  be  measured  from  the 
base  of  the  wall  to  the  top  of  the  topmost  store}',  whether 
such  wall  is  carried  to  the  full  height  or  not,  or  in  case 
of  a  gable  when  there  are  no  storeys  iu  the  roof,  to  half 
the  height  of  the  gable. 
i.<-nc!th  of  8.  Walls  are  deemed  to  be  divided  into  distinct  lengths 

w.uis.  -jjy  return  walls,  and  the  length  of  every  wall  is  measured 

from  the  centre  of  one  return  wall  to  the  centre  of  another, 
jjrovided  that  such  return  walls  are  external  party  or  cross- 
walls  of  the  thickness  required  under  this  Schedule,  and 
bonded  into  the  walls  so  deemed  to  be  divided. 
F.v.tingsof  9.  Unless  with  the  consent  of  the  Council  every  wall 

^^■*  '''■  other  than    a  wall    carried  on   a  bressumiuer  shall  have 

footings  : — 

The  projection  of  the  bottom  of  the  footing  of  every 
wall  on  each  side  of  the  wall  shall  be  at  least 
ec^ual  to  one-half  of  the  thickness  of  the  wall  at 
its  base,  unless  an  adjoining  wall  interferes,  in 
which  case  the  projection  may  be  omitted  where 
that  wall  adjoins,  and  the  diminution  of  the 
footing  of  every  wall  shall  be  formed  in  regular 
offsets,  and  the  height  from  the  bottom  of  such 
footing  to  the  base  of  the  wall  shall  be  at  the 
least  equal  to  two-thirds  of  the  thickness  of  the 
wall  at  its  base. 
'''"'':f-  10.  The  underpinning  of  walls  and  chimneys  shall  be 
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built  with  brick  or  stone  bedded  in  cement  to  the  full 
thickness  of  the  old  wall  or  M'ork,  and  with  proper  foot- 
ings, or  to  an  additional  thickness  if  the  increased  height 
of  the  wall  so  requires,  and  shall  rest  on  the  solid  ground 
or  on  concrete,  or  on  other  solid  substructure  as  a  founda- 
tion, and  the  whole  shall  be  executed  to  the  satisfaction  of 
the  district  surveyor. 

11.  A  wall  shall  not  be  thickened  except  after  notice   Xhickoning 
served  on  the  district  surveyor  of  the  intention  to  thicken, 
and  the  thickening  shall  be  executed  with  brick  or  stone 
work  in  cement,  properly  bonded  to  the  old  work  to   the 
satisfaction  of  the  district  surveyor. 


PART    I. 

Buildings  kot  Public  and  not  of  the  Warehouse  Class. 

External  and  party  walls  shall  be  of  not  less  thickness 
than  the  thickness  hereinafter  specified  in  each  case, 
viz. : — 

1.  When  the  w^all  does  not  exceed  twenty-five  feet  in 
height  its  thickness  shall  be  as  follows : — 

If  the  wall  dues  not  exceed  thirty  feet  in  length  and 
does  not  comprise  more  than  two  i<toieys  it  shall 
be  eight  and  a  half  inches  thick  for  its  whole 
height ; 

If  the  wall  exceeds  thirty  feet  in  length  or  comprises 
more  than  two  storeys  it  shall  be  thirteen  inches 
thick  below  the  topmo^it  storej^  and  eight  and  a 
half  inches  thick  for  the  rest  of  its  height. 

2.  Where  the  wall  exceeds  twenty-five  feet  but  does  not 
exceed  forty  feet  in  height  its  thickness  shall  be  as 
follows : — 

If  the  wall  does  not  exceed  thirty-five  feet  in  length 
it  shall  be  thirteen  inches  thick  below  the  top- 
most storey,  and  eight  and  a  half  inches  thick 
for  the  rest  of  its  height ; 

If  the  wall  exceeds  thirty-five  feet  in  length  it  shall 
be  seventeen  and  a  half  inches  thick  for  the 
height  of  one  storey,  then  thirteen  inches  thick 
for  the  rest  of  its  height  below  the  topmost 
storey,  and  eight  and  a  half  inches  thick  for  the 
rest  of  its  heig-ht. 
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3.  Wlien  the  wall  exceeds  forty  feet  but  does  not  exceed 
fifty  feet  in  lieigiit  its  thickness  sliull  be  as  f(»llows: — 

If  the  wall  does  not  exceed  thirty  feet  in  length  it 
shall  be  seventeen  and  a  half  inches  thick  for  the 
height  of  one  storey,  then  thirteen  inches  thick 
for  the  rest  of  its  height  below  the  topmost 
storey,  and  eight  and  a  half  inches  thick  for  the 
rest  of  its  height ; 

If  the  wall  exceeds  thirty  feet  l)nt  does  not  exceed 
forty-five  feet  in  length  it  shall  be  seventeen  and 
a  half  inches  thick  for  the  height  of  two  storeys, 
then  thirteen  inches  thick  for  the  rest  of  its 
height ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  twenty-one  inches  and  a  half  thick  for  the 
height  of  one  storey,  then  seventeen  and  a  half 
inches  thick  for  the  height  of  the  next  storey, 
and  then  thirteen  inches  thick  for  the  rest  of  its 
height. 

4.  "Where  the  wall  exceeds  fifty  feet,  but  does  not  exceed 
sixty  feet  in  height,  its  thickness  shall  be  as  follows : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
it  shall  be  seventeen  and  a  half  inches  thick  for 
the  height  of  two  storeys,  and  thirteen  inches 
thick  for  the  rest  of  its  height ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall  be 
twenty-one  inches  and  a  half  thick  for  the  height 
of  one  storey,  then  seventeen  and  a  half  inches 
thick  for  the  height  of  the  next  two  storeys, 
and  then  thirteen  inches  thick  for  the  rest  of  its 
height. 

5.  Where  the  wall  exceeds  sixty  feet,  but  does  not 
exceed  seventy  feet  in  height,  iis  thickness  shall  be  as 
follows  : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
it  shall  he  twenty-one  inches  and  a  half  thick  for 
the  height  of  one  storey,  then  seventeen  and  a 
half  inches  thick  for  the  height  of  the  next  two 
storeys,  and  then  thirteen  inches  thick  for  the 
rest  of  its  height ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  increased  in  thickness  in  each  of  the  storeys 
below  the  uppermost  two  storeys  by  four  inches 
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and    a   half  (subject   to   the    provision   in   this 
Schedule  respecting  distribution  in  pieis). 

6.  Where  the  wall  exceeds  seventy  feet  but  does  Bot 
exceed  eighty  feet  in  height  its  thickness  shall  be  as 
follows : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length  it 
shall  be  twenty-one  inches  and  a  half  thick  for 
the  height  of  one  storey,  then  seventeen  and  a 
half  inches  thick  for  the  height  of  the  next  three 
storeys,  and  thirteen  inches  thick  for  the  rest  of 
its  height ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  increased  in  thickness  in  each  of  tlie  storeys 
below  the  uppermost  two  storeys  by  four  inches 
and  a  half  (subject  to  the  provision  in  this 
Schedule  respecting  distribution  in  piers). 

7.  Where  the  wall  exceeds  eighty  feet  but  does  not  ex- 
ceed ninety  feet  in  height  its  thickness  shall  be  as 
follows : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
it  shall  be  twenty-six  inches  thick  for  the  height 
of  one  storey,  then  twenty-nne  inches  and  a  half 
thick  for  the  height  of  the  next  storey,  then 
seventeen  and  a  half  inches  thick  for  the  height 
of  the  next  three  storeys,  and  then  thirteen  inches 
thick  for  the  rest  of  its  height ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  increased  in  thickness  in  each  of  the  storeys 
below  the  uppermost  two  storeys  by  four  inches 
and  a  half  (subject  to  the  provision  in  this 
Schedule  respecting  distribution  in  piers). 

8.  Where  the  wall  exceeds  ninety  feet  but  does  not  ex- 
ceed one  hundred  feet  in  height  its  thickness  shall  be  as 
follows : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length  it 
shall  be  twenty-six  inches  thick  for  the  height  of 
one  storey,  then  twenty -one  inches  and  a  half 
thick  for  the  height  of  the  next  two  storeys,  then 
seventeen  and  a  half  inches  thick  for  the  height 
of  the  next  three  store,>  s,  and  then  thirteen 
inches  thick  for  the  rest  of  its  height ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  increased  in  thickness  in  each  of  the  storeys 
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below  the  uppermost  two  storej^s  by  four  inches 
and  a  half  (subject  to  the  provision  in  this 
Schedule  respecting  distribution  in  piers). 

9.  Where  the  wall  exceeds  one  hundred  feet  but  does 
not  exceed  one  hundred  and  twenty  feet  in  height  its 
thickness  shall  ha  as  folLjws : — 

If  the  wall  does  not  exceed  fortj'-five  feet  in  length  it 
shall  be  thirt}^  inches  thick  for  the  height  of  one 
storey,  then  twenty-six  inches  thick  for  the 
height  of  the  next  two  storeys,  then  twenty-one 
inches  and  a  half  thick  for  the  height  of  the  next 
two  storeys,  then  seventeen  and  a  half  inches 
thick  for  the  height  of  the  next  three  storeys, 
and  then  thirteen  inches  thick  for  the  rest  of  its 
height ; 

If  the  wall  exceeds  forty -five  feet  in  length  it  shall 
be  increased  in  thickness  in  each  of  the  storeys 
below  the  uppermost  two  store^^s  by  four  inches 
and  a  half  (subject  to  the  provision  in  this 
Schedule  respecting  distribution  in  piers). 

10.  If  any  storey  exceeds  in  height  sixteen  times  the 
thickness  prescribed  under  tliis  Schedule  for  the  walls  of 
such  storey,  the  thickness  of  each  external  and  party  wall 
throughout  such  storey  shall  be  increased  to  one-sixteenth 
part  of  the  height  of  the  storey,  and  the  thickness  of  each 
external  and  party  wall  below  that  storey  shall  be  increased 
to  a  like  extent,  but  any  such  additiunal  thickness  maybe 
confined  to  piers  properly  distributed,  of  which  the  col- 
lective widths  amount  to  one-fourth  part  of  the  length  of 
the  wall. 

11.  No  storey  enclosed  with  walls  less  than  thirteen 
inches  in  thickness  shall  be  more  than  ten  feet  in  height 
between  the  floor  and  the  ceiling  thereof  or  between  the 
floor  and  the  tie  of  the  roof. 

12.  All  buildings  excei)ting  public  buildings,  and  such 
buildings  as  are  in  this  Act  defined  to  be  buildings  of  the 
warehouse  class,  shall,  as  resj^ects  the  thickness  of  their 
walls,  be  subject  to  the  provisions  contained  in  this  part  of 
this  Schedule. 
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PART    IT. 

Buildings  of  the  Warehouse  Class. 

The  external  and  party  walls  of  buildings  of  the  ware- 
house class  shall  at  the  base  be  made  of  not  less  thickness 
than  the  thickness  hereinafter  specified  in  each  case, 
viz.  : — 

1.  Where  the  wall  does  not  exceed  twenty-five  feet  in 
height  (whatever  is  its  length)  it  shall  be  thirteen  inches 
thick  at  its  base. 

2.  Where  the  wall  exceeds  twenty-five  feet  but  does  not 
exceed  thirty  feet  in  height  it  shall  be  at  its  base  of  the 
thickness  following : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length  it 
shall  be  thirteen  inches  thick  at  its  base : 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  seventeen  and  a  half  inches  thick  at  its  base. 

3.  Where  the  wall  exceeds  thirty  feet  but  does  not 
exceed  forty  feet  in  height  it  shall  be  at  its  base  of  the 
thickness  following  : — 

If  the  wall  does  not  exceed  thirty-five  feet  in  length 

it  shall  be  thirteen  inches  thick  at  its  base  ; 
If  the  wall  exceeds  thirty-five  feet  but  does  not  exceed 

forty-five  feet  in  length,  it  shall  be  seventeen  and 

a  half  inches  thick  at  its  base  ; 
If  the  wall  exceeds  forty-five  feet  in  length  it  shall 

be    twenty-one  inches  and    a  half  thick  at    its 

base. 

4.  Where  the  wall  exceeds  forty  feet  but  does  not 
exceed  fifty  feet  in  height  it  shall  be  at  its  base  of  the 
thickness  following : — 

If  the  wall  does  not  exceed  thirty  feet  in  length  it  shall 
be  seventeen  and  a  half  inches  at  its  base  ; 

If  the  wall  exceeds  thirty  feet  but  does  not  exceed 
forty-five  feet  in  length  it  shall  be  twenty-one 
inches  and  a  half  thick  at  its  base  ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  twenty-six  inches  thick  at  its  base. 

5.  Where  the  wall  exceeds  fifty  feet  but  does  not  exceed 
sixty  feet  in  height  it  shall  be  at  its  base  of  the  thickness 
following : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
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it  shall  be  twenty-one  inches   and  a  half  thick 
at  its  base ; 
If  the  wall  exceeds  forty-  five  feet  in  length  it  shall 
be  twenty-six  inches  thick  at  its  base. 

6.  Where  the  wall  exceeds  sixty  feet  but  does  not 
exceed  seventy  feet  in  height  it  shall  be  at  its  base  of 
the  thickness  following  :  — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
it  shall  be  twen<y-one  inches  and  a  half  thick 
at  its  base  ; 

If  the  wall  exceeils  forty-five  feet  in  length  it  shall 
be  increased  in  thicl^ness  from  the  base  up  to 
within  sixteen  feet  from  the  top  of  the  wall  by 
four  inches  and  a  half  (subject  to  the  provision 
in  this  Schedule  respecting  distribution  in 
piers). 

7.  Where  the  wall  exceeds  seventy  feet  but  does  not 
exceed  eighty  feet  in  height  it  shall  be  at  its  base  of  the 
thickness  following  : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
it  shall  be  twenty-one  inches  and  a  half  thick  at 
its  base ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  increased  in  thickness  from  the  base  up  to 
within  sixteen  feet  from  the  top  of  the  wall  by 
four  inches  and  a  half  (subject  to  the  provision 
in  this  Schedule  respecting  distribution  in 
piers). 

8.  Where  the  wall  exceeds  eighty  feet  but  does  not 
exceed  ninety  feet  in  height  it  shall  be  at  its  base  of  the 
thickness  following  : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length  it 
shall  be  twenty-six  inches  thick  at  its  base; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall  be 
increased  in  thickness  fi'om  the  base  up  to  within 
sixteen  feet  from  the  top  of  the  wall  by  four 
inches  and  a  half  (subject  to  the  provision  in 
this  Schedule  respecting  distributicm  in  piers). 

9.  Where  the  wall  exceeds  ninet}'  feet  but  does  not 
exceed  one  hundred  feet  in  height  it  shall  be  at  its  base 
of  the  thickness  following  : — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
it  shall  be  twenty-six  inches  thick  at  its  base  ; 
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If  tlie  wall  exceeds  forty-five  feet  in  length  it  shall 
be  increased  in  tliickness  from  the  base  np  to 
within  sixteen  feet  from  the  top  of  the  wall  by 
four  inches  and  a  half  (subject  to  the  provision 
in  this  Schedule  respecting  distribution  in 
piers). 

10.  Where  the  wall  exceeds  one  hundred  feet  but  does 
not  exceed  one  hundred  and  twenty  feet  in  height  it  shall 
be  at  its  base  of  the  thickness  following  ; — 

If  the  wall  does  not  exceed  forty-five  feet  in  length 
it  shall  be  thirty-one  inches  thick  at  its  base  ; 

If  the  wall  exceeds  forty-five  feet  in  length  it  shall 
be  increased  in  thickuess  from  the  base  up  to 
within  sixteen  feet  from  the  toj")  of  the  wall  by 
four  inches  and  a  half  (subject  to  the  provision 
in  this  Schedule  respecting  distribution  in 
piers). 

11.  The  thickness  of  the  wall  at  the  top  and  for  sixteen 
feet  below  the  top  shall  be  thirteen  inches  and  a  half, 
and  the  intermediate  parts  of  the  wall  between  the  base 
and  sixteen  feet  below  the  top  shall  not  be  of  less  thickness 
than  would  be  the  case  if  the  wall  were  to  be  built  solid 
throughout  the  space  between  straight  lines  drawn  on  each 
side  of  the  wall  and  joining  the  thickness  at  the  base  to 
the  thickness  at  sixteen  feet  below  the  top  : 

Nevertheless,  in  walls  not  exceeding  thirty  feet  in  height, 
the  walls  of  the  topmost  storey  may  be  nine  inches  thick 
provided  the  height  of  that  story  does  not  exceed  ten  feet. 

12.  If  in  any  storey  of  a  building  of  the  warehouse  class 
the  thickness  of  the  wall,  as  determined  by  the  provisions 
of  this  schedule,  is  less  than  one-fourteenth  part  of  the 
height  of  such  storey,  the  thickness  of  the  wall  shall  be 
increased  to  one-fourteenth  part  of  the  height  of  the  storey, 
and  the  thickness  of  each  external  and  party  wall  below 
that  storey  shall  be  increased  to  a  like  extent,  but  any  such 
additional  thickness  may  be  contined  to  piers  properly 
distributed,  of  which  the  collective  widths  amount  to  one- 
fourth  part  of  the  length  of  the  wall. 

13.  The  thickness  of  any  wall  of  a  building  of  the  ware- 
house class,  if  built  of  materials  other  than  those  before 
specified,  shall  be  deemed  to  be  sufficient  if  made  of  the 
thickness  required  by  the  provisions  of  this  Schedule 
or  of  such  other  thickness  as  may  be  ajjproved  by  the 
Council. 


Condition  in 
respect  of 
storeys 
exceeding 
a  certain 
height. 


Thickness  i.f 
walls  built  of 
materials 
oilier  than 
such  bricks, 
&r.,  us 
aforesaid. 
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Miscellaneous, 

1.  The  thickness  of  a  cross-wall  shall  be  two-thirds  of 
the  thickness  hereinbefore  required  for  an  external  or 
party  wall  of  the  SMme  dimensions  and  belonging  to  the 
same  class  of  buildings,  but  never  less  than  eight  and  a 
half  inches,  and  no  wall  subdividing  any  building  shall 
be  deemed  to  be  a  cross-wall  unless  it  is  carried  up  to  the 
floor  of  the  topmost  storej^  and  unless  in  each  storey  the 
aggregate  extent  of  the  vertical  faces  or  elevations  of  all 
the  recesses  and  that  of  all  the  openings  therein  taken 
together  does  not  exceed  one-half  of  the  whole  extent  of 
the  vertical  face  or  elevation  of  the  wall. 

2.  Wherever  a  cross-wall  becomes  in  any  part  an  ex- 
ternal wall,  such  cross-wall  shall  be  of  the  thickness 
required  for  an  external  wall  of  the  same  heiglit  and 
length  and  belonging  to  the  same  class  of  buildings. 

3.  Where  an  increase  of  thickness  is  by  any  rule  of 
Part  I.  or  Part  IT.  of  this  Schedule  required  in  case  of  a 
wall  exceeding  sixty  feet  in  height  and  forty -five  feet  in 
length,  or  in  case  of  a  storey  exceeding  in  height  sixteen 
times  or  fourteen  times  (as  the  case  may  be)  the  thickness 
prescribed  for  its  walls,  or  in  case  of  a  wall  below  such 
storey  the  increased  thickness  may  be  confined  to  piers 
properly  distributed,  of  which  the  collective  widths 
amount  to  one-fourth  j^art  of  the  length  of  the  wall. 


THE   SECOND  SCHEDULE. 

The  following  materials  shall  for  the  purposes  of  this 
Act  be  deemed  to  be  fire-resisting  materials: — 

1.  Brickwork  constructed  of  good  bricks,  well  burnt, 
hard  and  sound,  properly  bonded  and  solidly  put  to- 
gether— 

(a)  With  good  mortar  compounded  of  good  lime 
and  sharp,  clean  sand,  hard,  clean,  broken 
brick,  broken  jQint,  grit  or  slag  ;  or 

(6)  With  good  cement ;  or 

(c)  With  cement  mixed  with  sharp,  clean  sand,  hard, 
clean,  broken  brick,  broken  flint,  grit  or  slag : 

2.  Granite  and  other  stone  suitable  for  building  pur- 
poses by  reason,  of  its  solidity  and  durability  : 
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3.  Iron,  steel  and  copper  : 

4.  Oak  and  teak  and  other  liai'd  timber  when  nscd  for 
beams  or  posts  or  in  combination  with  iron,  the  timber 
and  the  iron  (if  any)  being  protected  by  ph\stering  in 
cement  or  other  incombustible  or  non-conducting  external 
coating  ; 

In  the  case  of  doors — 

Oak  or  teak  or  other  hard  timber,  not  less  than 
two  inches  thick ; 
In  the  case  of  staircases — 

Oak  or  teak  or  other  hard  timber,  with  treads, 
strings  and  risers  not  less  than  two  inches 
thick : 

5.  Slate,  tiles,  brick  and  terra-cotta  when  used  for 
coverings  or  corbels : 

6.  Flagstones  when  used  for  floors  over  arches,  but  not 
exposed  on  the  underside  and  not  supported  at  the  ends 
only : 

7.  Concrete  composed  of  broken  brick,  stone  chippings 
or  ballast,  and  lime  cement  or  calcined  gypsum  when  used 
for  filling  in  between  joists  of  floors  : 

8.  Any  material  from  time  to  time  approved  by  the 
Council  as  fire-resistins:. 


THE   THIRD   SCHEDULE. 

Fees  payable  to  District  Surveyors. 

PART   I. 

On  New  Buildings. 

For  any  building  not  exceeding  thirty  square      £    s.    t/_ 
feet  in  area  and  not   exceeding   ten   feet  in 
height 0   10     0 

For  every  building  not  exceeding  four  hundred 
square  feet  in  area  and  not  more  than  two 
storeys  in  height         .  .  .  .  .      1   10     0 

For  every  additional  storey    .  .  .  .050 

For  every  additional   square  or  ft  action  of  a 

square       .  .  .  .  .  -  .      0     2     G 

For  everj'  building  not  exceeding  four  hundred 
square  feet  in  area  and  of  one  storey  only  in 
height 0  15     0 

M 
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On  Additions,  Alterations  or  other  WorJcs. 

£   s.    a. 

For  every  addition  or  alteration  or  other  work 
to  which  the  provisions  of  this  Act  apply, 
made  or  done  to  or  on  any  building  after  the 
roof  thereof  has  been  covered  in — 

One-half  of  the  fee  charged  in  the  case  of 
a  new  building,  calculated  upon  the  area 
of  the  whole  building. 
For  insj^ecting  the  arches  or  fire-resisting  floors 

over  or  under  public  ways  .  .  .      0  10     0 

For   inspecting  the  formation  of  openings  in 

jiarty  walls  (for  each  opening)     .  .  .0100 

For  inspecting  the  closing  of  openings  in  i:)arty 

walls  (for  each  opening)      .  .  .,  .      0  10     0 

Provided  that  in  the  case  of  public  buildings,  buildings 
constructed  of  concrete  and  buildings  divided  into  sepa- 
rate sets  of  chambers  or  tenements  by  party  structnres, 
the  fees  hereinbefore  specified  in  this  part  of  this  Schedule 
shall  in  every  case  be  increased  by  one-half. 

On  Cldmneys  and  Flues. 

On  the  construction  of  a  furnace  chimney-shaft      £    s.    <^- 
or  similar  shaft  for  ventilation  or  other  pur- 
poses, in  addition  to   the   fee  for  any  other 
operation    in   progress  at  the   same  time,  if 
not  exceeding  seventy-five  feet  in  height       .200 
If  exceeding  seventy-five  and  not  exceeding- 
one  hundred  feet  in  height   .  .  .      2   10     0 
For  every  additional  ten  feet  or  portion  of 

ten  feet  in  height  .  .  .  .      0  10     0 

On  the  carrying  of  a  flue  from  an  oven,  stove, 
steam  boiler,  furnace  or  close-fire  into  an  old 

flue 0  10     0 

On  certifying  that  a  chimney  breast  in  a  party 

wall  may  be  cut  away  .  .  .  .      0  10     0 

On  Certifijing  Plans. 

For  examining  and  certifying  plans  of  an  old 

buildino; 2     2     0 
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On  Wooden  and  Temporary  Structures. 


£    s.    d. 


On  inspection  of  any  wooden  structure  or  on 
inspection  of  any  structure  or  erection  put 
up  on  any  public  occasion  the  same  amount 
as  for  a  new  building,  calculated  on  the  area 
of  the  structure  or  erection  without  reference 
to  the  area  of  any  building  to  which  it  ma}'' 
be  attached  or  in  or  on  which  it  may  be  put 
up. 

Attending  at  Court. 

For  attending  at  a  court  when  an  order  is  made 

for  complying  with  notice  of  irregularity       .      0  10     0 

PART   II. 

On  Dangerous  Structures. 

On  each  dangerous  structure — 

Wltere  there  are  not  more  than  four  adjoining  or  nearly 
contiguous  structures  in  the  same  ownership — 

1.  For   making    a    survey   of  the   structure      £    s-    d. 

reported  as  dangerous  and  certifying 
opinion  thereon — 

If  the  structure   do   not   exceed  four 
squares  in  area  and  two  storeys  in 

height 0     7     6 

If  exceeding  four  squares  .  .  .      0  10     0 

For  every  additional  storey  above  two      0     2     6 

2.  For  each  inspection  of  the  structure  and 

report  as  to  completion  or  progress  of  the 

works  .  .  .  .  .  .050 

3.  For  inspecting   the   structure   before   the 

hearing  of  the  summons  and  attending 

the  court  to  give  evidence — 

If  one  structure  only  .  .  .     0  10     0 

If  more  than  one  structure  (for  each 

structure)     .  .  .  .  .050 

4.  For  inspecting   the   structure   before  the 

hearing  of  the  summons  against  the 
occupier  (the  owner  having  failed  to 
comply)  and  attending  the  court  to  give 
evidence — 

M   2 


£     s. 

d. 

0   10 

0 
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0 

0     5 

0 
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If  one  structure  only 

If  more  than  one  structure  (for  each 

structure)     ..... 

5.  For  every  adjournment  of  the  summons     . 

G.  For  superintending  the  erection  of  shoring 

(including  needling  when  requisite)  and 

hoarding,  whether  done  by  the  Council  or 

not,  and  for  certifying  the  account  for 

the  same  when  done  by  the  Council        .      0  10     0 

7.  For  shoring  without  hoarding  or  hoarding 

without  shoring,  and  certifying  the  ac- 
count .  .  .  ,  .  .076 

8.  For   supervision,   including  the  report  of 

the  officer,  in  cases  where  it  is  necessary 
for  the  Council  to  execute  works  to  ensure 
the  safety  of  the  public,  under  an  order 
made  by  a  court  .  .  .  .  .      0     5     (» 

When  there  are  more   than  four  adjoining  or  nearlij  con- 
tiguous structures  in  the  same  oicnersliip —  £    s.    d. 
For  Nos.  2,  3  and  4  in  the  above  table  .          .040 

For  No.  5 0     2     () 

And  for  No.  8    .  .  .  ,  .  .040 

PART    III. 

Fees  Payable  for  Special  Services. 

The  fees  payable  by  a  builder  to  the  district  surveyor 
for  special  services  shall  be  the  following : — 

For  superintending  the  construction  of  floors     £      *'•    d. 
and  partition  walls  to  stables  under  section  70 
of  this  Act,  per  building      .  .  .  .050 

For  superintending  the  construction  of  over- 
hanging oriel  windows,  per  building     .  .050 

For  superintending  the  fixing  of  any  oven, 
copper,  steam  boiler  or  stove  to  be  used  for 
trade  purposes  and  not  heated  by  gas   .  .0100 

For  superintending  the  fixing  of  pipes  for  con- 
veying heated  air  or  hot  water  or  steam  at 
high  pressure  (for  each  floor  of  a  building  on 
which  pipes  are  fixed)  .  .  .  .      0   10     0 

For  services  relating  to  the  erection  of  buildings 

on  low-lying  lands,  per  building  .  .  .050 


0 

3 

6 

0 

2 

6 

0 

0 

3 

0 

2 

6 

0 

3 

0 

LONDON  BUILDING  ACT,   180 i.  165 

PART    IV. 

Fees  Payable  to  Couxcil. 

On  Dangerous  Structures. 

£     s.     J. 
For  general  services — 

1.  For  preparation  of  notices,  forms  for  same, 

and  postage  ..... 

2.  For  service  of  notices  (clerk's  time)  . 

3.  For  travelling  per  mile  (one  way)     . 

4.  For     obtaining     summonses     and     orders 

(clerk's  time)       ..... 

5.  For  cost  of  each  summons  or  order   . 
Wliere  there  are  two  or  more  adjoining  or  nearly  contiguous 

structures  in  the  same  oicnership —  £     s.    cl. 

For  Nos.  2  and  4  (above  each)      .  .  .020 

The  fees  payable  upon  ten  structures  shall  be 
the  maximum  fees. 

On  Dilajndated  and  Neglected  Buildings  or 
Structures. 

1.  For  each  inspection  of  the  building  or  struc-     ~     s.    d. 

ture  and  report    .  .  .  .  .050 

2.  For  obtaining  summons    and  order  (clerk's 

time) 0     2     G 

3.  For  cost  of  each  summons  or  order       .  .020 

4.  For  attendance  at  a  court  to  give  evidence    .050 

5.  For  every  adjournment       .  .  .  .020 

6.  For  supervision  of  works,  including  report  of 

officer  in  cases  where   the  magistrate's 

order  is  executed  by  the  Council    .  .050 

7.  For  travelling  per  mile  (one  way)        .  .003 

8.  The  cost  of  procuring  local  evidence  to  satisfy 

the  magistrate  that  the  condition  of  tlie 
structure  is  prejudicial  to  the  property 
or  to  the  inhabitants  of  the  neighbour- 
hood is  to  be  considered  separately  in 
each  case. 
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Where  there  are  ttvo  or  more  adjoining  or  nearly  con- 
tiguous structures  in  the  same  ownership — 

For  Nos.  1,  4  or  0  (above)  each 

For  Nos.  2  or  5  (above)  each 

The  fees  payable  upon  ten  strvictures  shall  be 
the  maximum  fees. 

For  travelling  per  mile  (one  way)   . 

Eegulations. 


£    s. 

d. 

0     3 

0 

0     2 

0 

0     0     3 


1.  The  fees  specified  in  this  Schedule  in  respect  of  works 
to  a  party  wall  comprise  the  fees  payable  in  respect  of 
both  sides  of  the  wall. 

2.  No  fee  shall  be  charged  in  respect  of  the  fixing  of  a 
chimney  pot. 

3.  No  fee  shall  be  charged  in  respect  of  the  repairing  of 
a  chimney  top  unless  the  top  has  been  pulled  down  to  a 
greater  extent  than  twelve  inches. 

4.  No  fee  shall  be  charged  in  respect  of  the  repairing  of 
a  parapet  unless  the  parapet  shall  have  been  pulled  down 
to  a  greater  extent  than  twelve  inches. 

5.  In  calculating  the  area  of  every  new  building  for  the 
purposes  of  this  Schedule,  the  area  of  all  outbuildings  not 
exceeding  thirty  feet  in  area,  whether  attached  or  not, 
shall  be  included,  provided  such  outbuildings  be  erected 
at  the  same  time  as  the  main  building:. 


THE  FOURTH  SCHEDULE. 


Session  and 
Chapti;r. 

Title  or  Sliort  Title. 

Extent  of  Repeal. 

7  &  8  Vict. 

The  Metropolitan  Build- 

So much  as  is  unrepealed. 

c.  84. 

ing  Act,  181-1. 

18  &  VJ  Vict. 

The  Metropolis  Manage- 

Section one  hundred  and  forty-two, 

c.  120. 

ment  Act,  1855. 

and  in  section  two  hundred  and 
two  the  words   "  the  plans,  level, 
"  width,       surface,       inclination, 
and,"    and  the   words    "  and  the 
"plans     and    level    of    sites    for 
"  building." 

18  A:  19  Vict. 

The  Mctroiiolitan  Build- 

The whole  Act. 

,c.  122. 

ing  Act,  1855. 
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Session  auj 
Chapter. 


23  &  24  Vict. 

c.  52. 

24  &  25  Vict. 

c.  S7. 

25  &  26  Vict. 

c.  102. 


32  &  33  Vict. 

c.  82. 
34  &  35  Vict. 

c.  39. 
41  &  42  Vict. 

C.32. 


Title  or  Short  Title. 


The  Metropolitan  Build- 
ing Act  (Amendment) 
ISUO. 

Tlie  Metropolitan  Build- 
ing Amendment  Act, 
ISGl. 

The  Metropolis  Manage- 
ment Amendment  Act, 
1862. 

The  Metropolitan  Build- 
ing Act,  1869. 

The  Metropolitan  Build- 
ing Act,  1871. 

The  Metropolis  Manage- 
ment and  Building 
Acts  Amendment  Act, 
la78. 


Extent  of  Repeal. 


45  &  46  Vict. 
c.  14. 

53  &  54  Vict. 
c.  ccxliii. 

54  &  55  Vict, 
c.  lxx%'iii. 

56  &  57  Vict, 
c.  ccxsi. 


The  Metrojiolis  Matiage- 

nient  and  Building  Acts 

(Amendment)  Act,  1892 
The      London      Council 

(General    Powers)  Act, 

1890. 
The  London   Sky  Signs 

Act,  1891. 
The      London      County 

Council  (General  Powers) 

Act,  1893. 


The  whole  Act. 


The  whole  Act. 


Sections  seventy-four,  seventy-five, 

seventy-six,    eighty-five,    eighty- 
seven,    ninety-eight   and    ninety- 
nine. 
The  whole  Act. 

The  whole  Act. 

Sections  four,  six,  seven,  eight,  nine, 
ten,  fourteen,  fifteen,  sixteen,  seven- 
teen, eighteen,  nineteen,  twenty, 
twenty-one,  from  "  and  the  district 
"  surveyor "  to  "  such  hous^, 
"  building,  erection,  or  work,"  and 
the  words  "  or  surveyor,"  section 
twenty-two,  so  far  as  it  relates  tf> 
any  notice  or  order  served  or  made 
under  any  provision  repealed  by 
this  Act,  section  twenty-three 
from  "  and  every  penalty  imposed 
"  by  Part  II."  to  "  Acts  amending 
"  the  same,"  section  twenty-five, 
in  section  twenty-six  the  words 
"  or  in  any  byelaw  of  the  board 
"  thereunder,"  and  in  section 
twenty-seven  the  words  "  or  in 
"  any  byelaw  thereunder  made." 
The  whole  Act. 


Sections  twenty-seven  to  thirty- 
one,  and  sections  thirty-three  to 
thirty-seven. 

The  whole  Act. 


SectioTis  five 
seventeen. 


to  nine   and  section 
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18  and  19  Vict.  c.  120. 

This  Act  is  still  in  force,  the  portions  repealed  being — 
Sec.  142,  and  in  Sec.  220  the  words  "  tlie  plans,  level, 
width,  surface,  inclination,  &c."  and  the  woids  "  and  the 
plans  and  level  of  sites  for  Lnildiny;." 

I  give  those  clauses  which  relate  to  Imildings. 

i;uii.vi]oi.s,  LXXI.  Every  District  Board  and  Vestry  shall,  Ity  pro- 

trapij'ti-  vidiiig  i^ropcr  tiaps  or  other  coverings,  or  by  ventilation, 

i»r  by  snch  other  ways  and  means  as  shall  be  practicable 
for  that  purpose,  prevent  the  effluvia  of  sewers  from 
exhaling  through  giillyholes,  gratings  or  other  openings 
of  sewers  in  any  of  the  streets  or  other  places  within  their 
district  or  2)arish. 

v.stiy  ui  LXXIII.  If  any  honse  or  bnilding,  whether  built  before 

isuaiVuii  or  after  the  commencement  of  this  Act,  situate  within  any 

certain  cases  j^uch  ])arish  or  district,  be  found  not  to  be  drained   bj^  a 

!I\viR.r's',  Jtc.,  snfticient   drain   commnnicating    with    some     sower    and 


■  if  lUJllScS 

rt 


tllP  CilIllllMl 

ii.'wer. 


emptying  itself  into  the  same,  to  the  satistaction  of  the 
iraiiis  into"  Vcstry  or  Board  of  snch  ])arish  or  district,  and  if  a  sewer 
of  snffiiienr,  size  be  within  one  hundred  feet  of  any  part 
of  such  honso  or  building,  on  a  lower  level  than  such  house 
or  building,  it  shall  be  lawful  for  the  Vestry  or  Board  at 
their  discretion,  by  notice  in  writing,  to  require  the  owner 
of  such  house  or  bnilding  forth^vith,  or  within  such  reason- 
able time  as  may  be  appointed  by  the  Vesti-y  or  Board,  to 
construct  and  make  from  such  house  or  bnilding  into  any 
such  sewer  a  covered  drain,  and  such  branches  thereto,  of 
such  materials,  of  snch  size,  at  such  level  and  with  snch 
fall  as  shall  be  adecpiate  for  the  drainage  of  such  house  or 
])uildiug  and  its  several  floors  or  stories,  and  also  of  its 
areas,  water-closets,  privies  and  offices  (if  any),  and  for 
conveying  the  s  dl,  drainage  and  wash  therefrom  into  the 
said  sewer,  and  to  pro\ide  fit  and  proper  paved  or  imper- 
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nieal)le  sloped  surfaces  for  conveying  surface  water  thereto, 
and  fit  and  proper  sinks,  and  fit  and  proper  syphoned  or 
otherwise  trapped  inlets  and  outlets  for  hindering  stench 
therefrom,  and  fit  and  proper  water  supply  and  water- 
supplying  pipes,  cisterns  and  apparatus  for  scouring  the 
same  and  for  causing  the  same  to  convey  away  the  soil, 
and  fit  and  proper  sand  traps,  expanding  inlets  and  other 
apparatus  for  hindering  the  entry  of  improper  substances 
therein,  and  all  other  such  fit  and  proper  works  and 
arrangements  as  may  appear  to  the  Vestry  or  Board,  or 
to  their  officers,  requisite  to  secure  the  same  and  proper 
working  of  the  said  drain,  and  to  prevent  the  same  from 
obstructing  or  otherwise  injuring  or  impeding  the  action 
of  the  sewer  to  which  it  leads ;  and  it  sliall  be  lawful  for 
the  said  Vestry  or  Board  to  cause  the  said  works  to  be 
inspected  while  in  progress,  and  from  time  to  time  during 
their  execution  to  order  such  reasonable  alterations 
therein,  additions  thereto,  and  abandonment  of  part  or 
parts  thereof,  as  may  to  the  Vestry  or  Board  or  their 
officers  appear,  on  the  fuller  knowledge  afforded  by  the 
opening  of  the  ground,  requisite  to  secure  the  complete 
and  perfect  working  of  such  works ;  and  if  the  owner  of 
such  house  or  building  neglect  or  refuse,  during  twenty-  ll-^J^!^^^ 
eight  days  after  the  said  notice  has  been  delivered  to  such  fur  neglect, 
owner,  or  left  at  such  house  or  building,  to  begin  to 
construct  such  drain  and  other  works  aforesaid,  or  any 
of  them,  or  thereafter  fail  to  carry  them  on  and  complete 
them  with  all  reasonable  despatch,  it  shall  bo  lawful  for 
the  Vestry  or  Board  to  cause  the  same  to  be  constructed 
and  made,  and  to  recover  the  expenses  to  be  incurred 
thereby  from  such  owner  in  the  manner  hereinafter 
provided. 

LXXIV.  If  it  appear  to  the  Vestry  or  Board  of  any   ivovision  for 
parish  or  district  that  a  group  or  block  of  contiguous  houses,    fiXmge'of 
or  of  adjacent  detached  or  semi-detached  houses,  maybe   blocks  of 
drained    and    improved     more    economically    or    advan- 
tageously in  combination  than  separately,  and  a    sewer 
of  sufliuient  size  already  exist  or  be  about  to  bo  constructed 
within  one  hundred   feet  of  any  part  of  such   group  or 
block  of  houses,   whether  contiguous,    detached  oi-  semi- 
detached, it  shall  be  lawful   for  such  Board  or  Vestry  to 
order  that  such  group  or  block  of  houses  bo  drained  and 
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improved,    as     hereinbefore     provided,    by    a    combined 
operation. 

LXXY.  It  shall  not  be  lawful  to  erect  any  house  or 
other  building  in  any  ])arish  mentioned  in  Schedule  (A.) 
to  this  Act,  or  in  any  district  mentioned  in  Schedule  (B.) 
to  this  Act,  or  to  rebuild  any  house  or  building  within 
any  such  parish  or  district  wdiich  has  been  pnlled  down 
to  or  below  the  floor  commonly  called  the  ground  floor,  or 
to  occupy  any  house  or  building  so  newly  built  or  rebuilt, 
unless  a  drain  and  such  branches  thereto,  and  other  con- 
nected works  and  apparatus  and  water  supply  as  herein- 
before mentioned,  be  constructed  and  provided  to  the 
satisfaction  of  the  surveyor  of  the  Vestry  of  such  parish 
or  Board  of  Works  for  such  district,  of  such  materials,  of 
such  size,  at  such  level  and  with  such  fall  as  they  may 
direct,  so  that  the  same  shall  be  available  for  the  drainage 
of  the  lowest  floor  of  such  house  or  building,  and  of  its 
several  floors  or  stories,  and  also  of  its  areas,  water-closets, 
privies  and  offices  (if  any),  which  drain  shall  lead  from 
such  house  or  building,  or  the  intended  site  of  such  house 
or  building,  to  such  sewer,  already  made  or  intended  to 
be  constructed  near  thereto,  as  the  Vestry  or  Board  shall 
direct  and  appoint,  or  if  there  be  no  such  sewer  existing 
or  intended  to  be  constructed  within  one  hundred  feet  of 
any  part  of  the  intended  site  of  such  house  or  building, 
then  to  such  covered  cess^^ool  or  other  place,  not  being 
under  any  dwelling  house,  as  the  Vestry  or  Board  shall 
direct ;  and  whenever  djxy  house  or  building  is  relniilt 
as  aforesaid,  the  level  of  the  lowest  floor  of  such  house  or 
building  shall  be  raised  sufficiently  to  allow  of  the  con- 
struction of  such  a  drain  and  such  branches  thereto  and 
other  works  and  apparatus  as  are  hereinliefore  required, 
and  for  that  purpose  the  levels  shall  be  taken  and 
determined  under  the  direction  of  the  Vestry  or  District 
Board. 


Notice  of 
buildings  to  ' 
be  given  to 
thR  Vestry 
or  District' 
Board  before 
conimenciiii; 
the  same. 


LXXVI.  Before  beginning  to  lay  or  dig  oiit  the 
foundation  of  any  new  house  or  building  within  any  such 
parish  or  district,  or  to  rebuild  any  house  or  building 
therein,  and  also  before  making  any  drain  for  the  purpose 
of  draining  directly  or  indirectly  into  any  sewer  under 
the  jurisdiction  of  the  Vestry  or  Board  of  or  for  any  such 
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parish  or  district,  seven  clays'  notice  in  writing  shall  be 
given  to  the  Vestry  or  Board  by  the  person  intending  to 
build  or  rebuild  such  house  or  building  or  to  make  such 
drain ;  and  every  such  foundation  shall  be  laid  at  such 
level  as  will  permit  the  drainage  of  such  house  or  building 
in  compliance  with  this  Act,  and  as  the  Vestry  or  Board 
shall  order,  and  every  such  diain  shall  be  made  in  such 
direction,  manner  and  form,  and  of  such  materials  and 
workmanship,  and  with  such  branches  thereto  and  other 
connected  works  and  apj^aratus  and  water  supply  as 
hereinbefore  mentioned,  and  as  the  Vestry  or  Board  shall 
order,  and  the  making  of  every  such  drain  shall  be  under 
the  survey  and  control  of  the  Vestry  or  Board ;  and  the 
Vestry  or  District  Board  shall  make  their  order  in  relation 
to  the  matters  aforesaid,  and  cause  the  same  to  be  notified 
to  the  ^person  from  whom  such  notice  was  received  within 
seven  days  after  the  receipt  of  such  notice,  and  in  default 
of  such  notice,  or  if  such  house,  building  or  drain,  or 
branches  thereto  or  other  connected  works  and  apparatus 
and  water  supply,  be  begun,  erected,  made  or  provided  in 
any  respect  contrary  to  any  order  of  the  Vestry  or  Board 
made  and  notified  as  aforesaid,  or  the  provisions  of  this 
Act,  it  shall  be  lawful  for  the  Vestry  or  Board  to  cause 
such  house  or  building  to  be  demolished  or  altered,  and  to 
cause  such  drain  or  branches  thereto  and  other  connected 
works  and  apparatus  and  water  supply  to  be  relaid, 
amended,  or  re-made,  or,  in  the  event  of  omission,  added, 
as  the  case  may  require,  and  to  recover  the  expenses 
thereof  from  the  owner  thereof  in  the  manner  hereinafter 
provided. 

LXXVII.  It  shall  be  lawful  for  any  person,  at  his  own 
expense,  to  make  or  branch  any  drain  into  any  of  the 
sewers  vested  in  the  Metropolitan  Board  of  Works  or^any 
Vestry  or  District  Board  under  this  Act,  or  authorised  to 
be  made  by  them  under  this  Act,  such  drain  being  of  such 
a  size,  and  of  such  conditions,  and  branched  to  such  sewer, 
in  such  a  manner  and  form  of  communication  in  all 
respects  as  the  Vestry  or  Board  shall  direct  or  appoint ; 
and  in  case  any  person  make  or  branch  any  drain  into  any 
of  the  said  sewers  so  vested  in  the  Vestry  or  Board,  or 
authorised  to  be  made  by  them  under  this  Act,  of  a  larger 
size,  or  of  difierent  conditions,  or  in  a  different  manner  and 


Power  to 
branch 
drains  into 
sewore 
constructed 
by  Mctro- 
pulitan 
Himrd  or  any 
Vfstry  or 
District 
Hoard  under 
certain 
regulations. 
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IViialty. 


P'jwf-r  for 
Vestries  and 
District 
IJuards  to 
authorise 
inspection 
of  (trains, 
privies  and 
cesspools. 


Vf'stry  or 
District 
liuard 
to  cause 
drains,  &c  , 
ti)  be  put 
into  proper 
condition,  itc. 
where  neces- 
sary. 


VauKs  and 
cellars  under 
streets  not 
to  be  made 
without  the 
consent  of 
the  Vestry 
or  Board. 


form  of  commnnication  than  shall  be  directed  or  appointed 
by  the  Vestry  or  Board,  every  person  so  offending  shall 
for  every  such  offence  forfeit  a  sum  not  exceeding  fifty 
pounds. 

LXXXII.  It  shall  be  lawful  for  any  such  Vestry  or 
Board,  or  for  their  surveyor  or  inspector,  or  such  other 
person  as  they  appoint,  to  inspect  any  drain,  •\vater-closet, 
privy,  cesspool,  or  water  supply  apparatus,  or  sinks,  traps, 
e^-phons,  jjipes,  or  other  "works  or  apparatus  connected 
therewith,  within  the  parish  or  district  of  such  Vestry  or 
Board,  and  for  that  purpose,  at  all  reasonable  times  in  the 
daytime,  after  twenty-four  hours'  notice  in  writing  has 
been  given  to  the  occupier  of  the  premises  to  which  such 
drain,  water-closet,  privy,  cesspool  or  water  supply 
apparatias,  or  other  connected  works  or  apparatus  as 
aforesaid,  is  attached,  or  left  upon  the  premises,  or  in  ease 
of  emergency  without  notice  to  enter,  by  themselves,  or 
their  surveyor  or  inspector  and  workmen,  upon  any 
premises,  and  cause  the  ground  to  be  opened  in  any  place 
they  think  fit,  doing  as  little  damage  as  may  be. 

LXXXV.  If,  ujion  such  inspection  as  aforesaid,  any 
drain,  water-closet,  privy  or  cesspool  appear  to  be  in  bad 
order  and  condition,  or  to  require  ^cleansing,  alteration  or 
amendment,  or  to  be  filled  up,  the  Vestry  or  Board  shall 
cause  notice  in  writing  to  be  given  to  the  owner  or  occu- 
pier of  the  premises  upon  or  in  respect  of  which  the 
inspection  was  made,  requiring  him  forthwith,  or  within 
such  reasonable  time  as  shall  be  specified  in  such  notice, 
to  do  the  necessary  works ;  and  if  such  notice  be  not 
complied  with  by  the  person  to  whom  it  is  given  the 
Vestry  or  Board  may,  if  they  think  fit,  execute  such  works, 
and  the  ex})ens!'S  incurred  by  them  in  so  doing  shall  be  paid 
to  them  l)y  the  owner  or  occupier  of  the  premises. 

CI.  Xo  vault,  arch  or  cellar  shall  be  made  under  any 
street  without  the  consent  of  the  Vestry  or  District  Board 
of  the  2^aiish  or  district  in  which  the  same  is  situate  ;  and 
all  such  vaults,  arches  and  cellars  hereafter  to  be  made 
within  any  parish  or  district  mentioned  in  either  of  the 
Schedules  (A.)  and  (B.)  to  this  Act  shall  be  substantially 
made,  and  so  as  not  to  interfere  or  communicate  with  any 
drain  or  sewer  under  the  control  of  any  Vestry  or  District 
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Board,  or  of  the  Metropolitan  Board  of  Works,  -witliout 
their  consents  respectively  first  obtained ;  and  if  any 
vault,  arch  or  cellar  be  made  contrary  to  this  provision 
it  shall  be  lawful  for  the  Yestry  or  District  Board,  or  for 
the  Metropolitan  Board  of  Works,  to  fill  up  or  alter  the 
same,  and  the  expenses  incurred  thereby  shall  be  paid 
by  the  owner  of  such  vault,  arch  or  cellar. 

CII.  All  vaults,  arches  and  cellars  made  either  before   Vaults,  &c., 
or  after  the  commencement  of  this  Act  under  any  street  to"bere*pah®ed 
in   any   parish    or   district   mentioned   in    either   of  the   ^y  ow'.ers  or 
Schedules  (A.)  and  (B.)  to  this  Act,  and  all  openings  into     '^'^"P"'^'"^- 
the  same  in  any  such  street,  shall  be  repaired  and  kept  in 
proper  order  by  the  owners  or  occupiers  of  the  houses  or 
buildings  to  which;  the  same  respectively  belong  ;  and  in 
case  any  such  vault,  arch  or  cellar  be  at  any  time  out  of 
repair,  it  shall  be  lawful  for  the  Vestry  or  District  Board 
of  such  parish  or  district  to  cause  the  same  to  be  repaired 
and  put  into  good  order,  and  to  recover  the  expenses  thereof 
from  such  owner  in  the  manner  hereinafter  provided. 

CY.  In  case  the  owners  of  the  houses  forming  the  Provisions 
greater  part  of  any  new  street  laid  out  or  made  or  here-  new^^tVeets. 
after  to  be  laid  out  or  made,  which  is  not  paved  to  the 
satisfaction  of  the  Yestry  or  District  Board  of  the  parish 
or  district  in  which  such  street  or  disti'ict  is  situate,  be 
desirous  of  having  the  same  paved,  as  hereinafter  men- 
tioned, or  if  such  Vestry  or  Board  deem  it  necessary  or 
expedient  that  the  same  should  be  so  paved,  then  and  in 
eitlier  of  such  cases  such  Vestry  or  Board  shall  well  and 
sufficiently  pave  the  same,  either  throughout  the  whole 
breadth  of  the  carriageway  and  footpaths  thereof,  or  any 
part  of  such  breadth,  and  from  time  to  time  keep  such 
pavement  in  good  and  sufficient  repair ;  and  the  owners  of 
the  houses  forming  such  street  shall,  on  demand,  pay  to 
such  Vestry  or  Board  the  amount  of  the  estimated  ex- 
penses of  providing  and  laying  such  pavement  (such 
amount  to  be  determined  by  the  surveyor  for  the  time 
being  of  the  Vestry  or  Board)  ;  and  in  case  such  estimated 
expenses  exceed  the  actual  expenses  of  such  paving,  then 
the  difference  between  such  estimated  expenses  and  such 
actual  expenses  shall  be  repaid  by  the  said  Vestry  or 
Board  to  the  owners  of  houses  by  whom  the  said  sum  of 
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money  has  been  paid ;  and  in  case  the  said  estimated 
expenses  l)e  less  than  the  actual  expenses  of  such  paving, 
then  the  owners  of  the  said  houses  shall,  on  demand,  pay 
to  the  said  Vestry  or  Board  such  further  sum  of  money  as, 
together  with  the  sum  already  paid,  amounts  to  such 
actual  expenses. 

CXIX.  If  any  porch,  shed,  projecting  window,  step, 
cellar  door  or  window,  or  steps  leading  into  any  cellar  or 
otherwise,  lamp,  lamp  post,  lamp  iron,  sign,  sign  post, 
sign  iron,  showboard,  window  shutter,  wall,  gate,  fence, 
or  opening,  or  any  other  projection  or  obstruction  placed 
or  made  against  or  in  front  of  any  house  or  building  after 
the  commencement  of  this  Act,  shall  be  an  annoyance,  in 
consequence  of  the  same  projecting  into  or  being  made  in 
or  endangering  or  rendering  less  commodious  the  passage 
along  anj'  street  in  their  parish  or  district,  it  shall  be 
lawful  for  the  Vestry  or  District  Board  to  give  notice  in 
writing  to  the  owner  or  occui:)ier  of  such  house  or  ]>uilding 
to  remov^e  such  projection  or  obstruction,  or  to  alter  the 
same  in  such  manner  as  the  Vestry  or  Board  think  fit ; 
and  such  owner  or  occupier  shall,  within  fourteen  days 
after  the  service  of  such  notice  npon  him,  remove  such 
projection  or  obstruction,  or  alter  the  same  in  the  manner 
directed  by  the  Vestry  or  Board  ;  and  if  the  owner  or 
occupier  of  any  such  house  or  building  neglect  or  refuse, 
within  fourteen  days  after  such  notice,  to  remove  such 
projection  or  obstruction,  or  to  alter  the  same  in  the 
manner  directed  by  the  Vestry  or  Board,  he  shall  forfeit 
any  sum  not  exceeding  five  j^ounds,  and  a  fiirther  sum 
not  exceeding  forty  shillings  for  every  day  during  which 
such  projection  or  obstruction  continues  after  the  expira- 
tion of  such  fourteen  days  from  the  time  when  he  may 
be  convicted  of  any  offence  contrary  to  the  provisions 
hereof. 


Vestry  or 
District 
Board  may 
remove  ex- 
isting pro- 
jections, and 
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pensation for 
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CXX.  It  shall  1)0  lawful  for  every  Vestiy  and  District 
Board,  if  any  projection  or  obstruction  which  has  been 
placed  or  made  against  or  in  front  of  any  house  or  build- 
ing in  any  such  street  before  the  commencement  of  this 
Act  shall  be  an  annoyance  as  aforesaid,  to  cause  the  same 
to  be  removed  or  altered  as  they  think  fit.  Provided 
always  that  the  Vestry  or  Board  shall  give   notice   in 
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writing  of  such  intended  removal  or  alteration  to  the 
owner  or  occupier  against  or  in  front  of  whose  house  or 
building  such  projection  or  ohstruction  shall  be,  seven 
days  before  such  removal  or  alteration  shall  be  com- 
menced, and  shall  make  reasonable  compensation  to  every 
person  who  shall  incur  any  loss  or  damage  by  such  re- 
moval, excepting  in  cases  where  the  obstruction  or  projec- 
tion may  now  be  removable  under  any  Act,  in  which  case 
no  compensation  shall  be  made. 

CXXI.  Every  person  who  shall  build  or  begin  to  build.  Hoards  to  be 
or  take  down  or  begin  to  take  down,  any  house,  building  fng'^repairs.' 
or  wall,  or  alter  or  repair,  or  begin  to  alter  or  repair,  the 
outward  part  of  any  house,  building  or  wall,  shall,  in  all 
cases  in  which  the  footway  is  therel)y  obstructed  or  ren- 
dered inconvenient,  cause  to  be  put  up  a  proper  and  suffi- 
cient hoard  or  fence,  with  a  convenient  platform  and 
handrail,  if  there  be  room  enough  for  the  same,  to  serve 
as  a  footway  for  passengers  outside  of  such  hoard  or  fence, 
and  shall  continue  such  hoard  or  fence,  in  such  cases  as 
aforesaid,  with  such  platform  and  handrail,  standing  and 
in  good  condition,  to  the  satisfaction  of  the  Vestry  or 
District  Board  of  the  parish  or  district  in  which  such 
house,  building  or  wall  is  situate,  during  such  time  as 
may  be  necessary  for  the  public  safety  or  convenience, 
and  shall,  in  all  cases  in  which  the  same  is  necessary  to 
prevent  accidents,  cause  such  hoard  or  fence  to  be  well 
lighted  during  the  night ;  and  every  such  person  who  PenaUy  on 
fails  to  put  up  such  hoard  or  fence  and  such  platform,  hoanir  ^°^ 
with  such  handrail  as  aforesaid,  or  who  does  not,  whilst 
the  said  hoard  or  fence  is  standing,  keep  the  same  well 
lighted  during  the  night,  shall  for  every  such  offence 
forfeit  a  sum  not  exceeding  five  pounds,  and  a  further  sum 
not  exceeding  forty  shillings  for  every  day  during  the 
continuance  of  such  default. 

CXXII.  It  shall  not  be  lawful  for  any  person  to  erect  No  hoard  to 

or  set  up  in  any  street  any  hoard  or  fence  or  scaffold  for  vvlthmu*^'  ' 

any  purpose  whatever,  or  any  posts,  bars,  rails,  boards  or  license  from 

other   things   by  way   of  inclosure,  for   the   purpose   of  iMstricti 

making  mortar,  or  of  depositing  bricks,  lime,  rul)1)ish  or  ^o"''^!- 
other   materials,  without  a  license  in  writing  first  had 
and  obtained  from  the  clerk  or  surveyor  of  the  Yestry  or 
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District  Board  of  the  parish  or  district  in  which  such 
street  is  situate  ;  and  exery  such  license  shall  state  the 
place-  where  and  the  purpose  for  which  such  hoard  or 
fence,  scaffold  or  inclosixre  is  to  he  set  up  or  made,  and 
the  size  thereof,  and  the  time  for  which  it  is  to  be 
permitted  to  continue. 

C XXIII.  If  any  person  erect  or  set  up  in  any  street 
any  hoard  or  fence  or  scaifold  for  any  purpose  whatever, 
or  any  posts,  bars,  rails,  boards,  or  other  things  by  way 
of  inclosure,  for  the  purpose  of  making  mortar,  or  of 
depositing  lu'icks,  lime,  rul»bish  or  other  materials,  with- 
out a  license  from  the  Vestry  or  District  Board,  or  do  any 
such  act  as  aforesaid  in  any  other  manner  than  as  per- 
mitted by  such  license,  or  continiie  the  same  beyond  the 
time  stated  in  such  license,  or  fail  to  keep  any  hoard, 
fence,  platform  or  handrail  in  good  repair,  he  shall  for 
every  such  offence  forfeit  a  sum  not  exceeding  five  pounds, 
and  a  furtlier  sum  not  exceeding  forty  shillings  for  every 
day  during  the  continuance  of  such  offence ;  and  it  shall 
be  lawful  for  the  Vestry  or  Board  to  cause  such  hoard, 
fence,  scaffold  or  inclosure  to  be  pulled  down,  and  the 
materials  thereof,  and  also  all  the  bricks,  mortar,  lime  or 
other  building  materials,  or  other  matters  or  things  con- 
tained within  any  such  inclosure,  to  be  removed,  and 
deposited  in  such  place  as  the  Vestry  or  Board  may  think 
fit,  and  to  be  kept  until  the  charges  of  pulling  down  and 
removing  the  same  be  paid  to  the  Vestry  or  Board ;  and 
in  case  the  same  be  not  claimed  and  the  said  charges  j^aid 
within  the  space  of  eight  days  next  after  such  seizure 
thereof,  it  shall  be  lawful  for  the  Vestry  or  Board  to  order 
the  saiae  to  be  sold,  and  by  and  out  of  the  proceeds  of 
such  sale  to  pay  such  charges,  rendering  any  surplus  to 
the  owner  or  other  person  by  law  entitled  thereto ;  and 
in  case  the  proceeds  of  such  sale  be  insufficient  to  cover 
such  charges,  and  the  charges  of  selling  and  disposing  of 
such  materials,  matters  and  things,  the  deficiency  shall 
be  repaid  by  the  owner  of  such  materials,  matters  and 
things  to  the  Vestry  or  District  Board  on  demand. 
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ecu.  The  Metropolitan  Board  of  Works,  and  every  Power  to 
District  Board  and  Vestry  respectively,  may  from  time  to  i^,a*rdo°'''^" 
time  make,  alter  and  repeal  byelaws  for  all  or  any  of  the  Works  10 
purposes  following:  (that  is  to  say)  tor  regulating  the 
business  and  proceedings  at  their  meetings  and  of  com- 
mittees appointed  by  them,  the  appointment  and  removal 
of  their  officers  and  servants,  and  the  duties,  conduct  and 
remuneration  of  such  officers  and  f-ervants ;  and  the  said 
Metro}^olitan  Board  may  also  from  time  to  time  make, 
alter  and  repeal  byelaws  for  regulating  the  material  of 
the  pavement  and  roadway  of  new  streets  and  roads,  and 
for  regulating  the  dimensions,  form  and  mode  of  construc- 
tion, and  the  keeping,  cleansing  and  repairing  of  the 
pipes,  drains  and  other  means  of  communicating  with 
sewers,  and  the  traps  and  apparatus  connected  therewith ; 
for  the  emptying,  cleansing,  closing  and  filling  up  of 
cesspools  and  privies,  and  for  other  works  of  cleansing, 
and  of  removing  and  disposing  of  refuse,  and  fur  regulat- 
ing the  form  of  appeal  and  mode  of  proceeding  thereon, 
and  generally  for  carrying  into  effect  the  purposes  of  this 
Act ;  and  every  such  Board  and  Vestry  may  thereby 
impose  such  reasonable  penalties  as  they  think  fit,  not 
exceeding  forty  shillings  for  each  breach  of  such  byelaws, 
and  in  case  of  a  continuing  offence  a  further  penalty  not 
exceeding  twenty  shillings  for  each  day  after  notice  of  the 
offence  from  the  Board  or  Vestry :  provided  alwaj's  that 
under  every  such  byelaw  it  shall  be  lawful  for  the 
Justices  before  whom  any  penalty  imposed  thereby  is 
sought  to  be  recovered,  to  order  the  whole  or  part  only  of 
such  penalty  to  bo  paid,  or  to  remit  the  whole  penalty : 
provided  also  that  no  byelaws  shall  be  repugnant  to  the 
Laws  of  Enrjland  or  to  the  provisions  of  this  Act ;  and  that 
no  byelaw  shall  be  of  any  force  or  effect  unless  and  until 
the  same  be  submitted  to  and  confirmed  at  a  subsequent 
meeting  of  the  Board  or  Vestry :  provided  also  tliat  no 
penalty  shall  be  imposed  by  any  such  byelaw  unless  the 
same  be  approved  by  one  of  ller  Majesty's  principal 
Secretaries  of  State. 


Penalty  for 
breach  of 
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Power  to 
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CCIII.  All  byelaws  made  and  confirmed  as  aforesaid  in   Publication 
pursuance  of  this  Act  shall  be  printed,  and  hung  up  in  ""'y*^'"^^^- 
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the  principal  office  of  the  Board  or  Vestry,  and  be  open  to 
public  inspection  witlicmt  payment,  and  copies  thereof 
shall  be  delivered  to  any  person  ap])lying  for  the  same,  on 
payment  of  such  sum,  not  exceeding  twopence,  as  the 
Board  or  Vestry  shall  direct ;  and  such  byelaws,  when  so 
published,  shall  be  binding  upon  and  be  observed  by  all 
parties,  and  shall  be  sufficient  to  justify  all  parties  acting 
under  the  same;  and  the  production,  of  a  printed  copy  of 
Evidence  of  such  byt  laws,  authenticated  by  the  seal  of  the  Board  or 
byelaws.  Vestry,  shall  be  evidence  of  the  existence,  and  of  the  due 
making,  confirmation  and  publication  of  such  byelaws,  in 
all  proscutions  under  the  same,  without  adducing  proof  of 
such  seal  or  of  the  fact  of  such  confirmation  or  publication 
of  such  byelaws. 

Provisions  for  Protection  of  Property  and  Worhs  of  Metro- 
politan and  District  Boards  and  Vestries,  and  preventing 
Obstruction  in  Execution  of  Worlis. 

Buildings  CCIV.  No  building  shall  1)e  erected  in,  over  or  under 

made  over       any  scwer  ve.sted  in  the  Metropolitan  Board  of  W'oi'ks,  or 

wiThmit  ^^^  ^^^y  Vestry  or  District  Board,  without   their  consent 

consent.  first  obtained  in  writing,  and  if  any  building  be  erected 

contrary  to  this  provision  the  Board  or  Vestry  in  whom 

such  sewer  is  vested  may   demolish   the  same,  and  the 

expenses  incurred   therel)y  shall    be  paid  by  the  person 

erecting;  such  buildino-. 


179 


THE  METROPOLIS  LOCAL  MANAGE- 
MENT ACTS  AMENDMENT  ACT, 
1862. 

25  &  26  Vict.  c.  102. 

Sections  74,  75,  76,  85,  87,  98  and  99  of  this  Act  are 
repealed.     I  give  the  Clauses  in  force  relating  to  building. 

LXI.  The  seventy-seventh  section  of  the  firstly-recited  Regulations 
Act  is  hereby  repealed ;  and  in  lieu  thereof  be  it  enacted  ojmfings^ 
that  no  person  slaall  make  or  branch  any  sewer  or  drain,  '"to  sewers, 
or  make  any  opening  into  any  sewer  vested  in  the  Metro- 
politan Board  of  Works,  or  in  any  Vestry  or  District 
Board,  without  the  previous  consent  in  writing  of  such 
Board  or  Vestry:  provided  that  it  shall  be  lawful  for  any 
person  with  such  consent,  at  his  own  expense,  to  make  or 
branch  any  drain  into  any  sewer  vested  in  such  Board  or 
Vestry,  or  authorised  to  be  made  by  them  or  either  of 
them  under  the  firstly-recited  Act  or  this  Act,  such  drain 
being  of  such  size,  materials  and  other  conditions,  and 
branched  into  such  sewer  in  such  manner  and  form  of 
communication  in  all  respects  as  the  Board  or  Vestry 
shall  direct  or  appoint :  provided  also  that  where  any 
contribution  to  the  cost  of  a  sewer  is  pa^^able  in  re.spect  of 
drainage  into  the  same,  it  shall  not  be  lawful  for  any  person 
to  make  or  bninch  any  drain  into  such  sewer,  except  in 
conformity  with  the  directions  of  the  Board  or  Vestry  in 
whom  the  same  shall  be  vested  with  respect  to  payment 
of  contributi(m  under  the  provisions  contained  in  the 
firstly-recited  Act  and  this  Act  in  that  behalf;  and  in 
case  any  person,  without  the  consent  of  the  said  Metro- 
politan Board,  District  Board  or  Vestry  ns  aforesaid, 
make  or  branch,  or  cause  to  be  made  or  branched,  any 
sewer  or  drain,  or  make  any  opening  into  any  of  the  sewers 
vested  in  any  such  Board  or  Vestry,  or  authorised  to  be 
made  by  them  as  aforesaid,  or  if  any  peison  make  or 
branch,  or  cause  to  be  made  or  branched,  any  drain  of  a 
diti'ereut  construction,  size,  material  or  other  conditions, 
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or  in  another  manner  or  form  of  communication  than  sliall 
be  directed  or  appointed  hy  such  Board  or  Vestry,  every 
person  so  offending  shall  for  every  such  offence  forfeit  a 
sum  not  exceeding  fifty  pounds  ;  and  the  Board  or  V'estry 
may  cut  off  the  connexion  between  such  drain  and  their 
sewer,  or  if  they  shall  see  fit  execute  the  necessary  works 
for  making  the  f-aid  drain  conformable  to  their  regulations 
or  directions  at  the  expense  of  the  person  making  such 
drain  or  causing  the  same  to  be  made,  such  expenses  to  be 
recovered  either  by  action  at  law  or  in  a  summary  manner 
before  a  Justice  of  the  Peace,  at  the  option  of  the  Board 
or  Vestry. 

LXIV.  Whereas  V)y  the  seventy- third,  seventy-fourth, 
seventy-sixth,  eighty-fir^t,  eighty-fifth  and  eighty- sixth 
sections  of  the  firstly-recited  Act,  certain  works,  matters 
and  things  are  required  to  bo  constructed,  made  or 
executed  on  the  requisition  of  A^estries  and  District  Boards 
by  the  owners  or  occupiers  of  the  premises  therein  refen-ed 
to ;  and  in  case  any  such  owner  or  occupier  refuse  or 
neglect  to  commence,  proceed  with  or  complete  the  same, 
as  the  case  may  be,  the  Vestry  or  District  Board  are 
authorised  to  perform  and  execute  such  works,  matters 
and  things,  and  recover  the  costs  incurred  thereby  in 
manner  therein  provided :  be  it  enacted,  that  in  case  of 
any  such  neglect  or  default  by  any  person  or  jDersons  to 
comply  with  the  order  of  any  Vestry  or  District  Board  to 
execute  any  works,  matters  or  things  under  any  of  the 
said  provisions,  the  person  or  persons  so  oiiending  shall 
forfeit  and  pay  to  the  Vestry  or  District  Board  a  sum  not 
exceeding  five  pounds,  and  also  a  further  sum  not  exceed- 
ing forty  shillings  for  every  day  during  which  such 
oficnce  shall  continue,  to  be  recovered  by  action  at  law  or 
before  a  Justice  of  the  Peace  in  a  summary  manner,  at 
the  option  of  the  A^estry  or  District  Board ;  and  the 
Vestry  or  District  Board  may  at  their  discretion  either 
execute  or  perform  any  such  worlcs,  matters  or  things, 
and  recover  the  costs  and  expenses  thereof  from  the  owner 
of  the  property  as  aforesaid,  or  proceed  for  and  recover 
the  said  penalty  or  penalties;  but  nothing  herein  con- 
tained shall  render  any  person  or  persons  liable  to  be  jiro- 
ceeded  against  t'ov  the  penalty  as  well  as  for  the  costs  and 
expenses  of  the  works. 
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LXVI.  "Whereas  certain  property  within  the  limits  of  Temporary 
the  metropolis  is  so  situate  as  to  render  it  impracticable,  or 
practicable  only  at  undue  expense,  to  connect  such 
property  with  covered  sewers,  and  it  is  expedient  that 
some  temporary  provision  should  be  made  for  draining 
such  property  and  abating  the  nuisances  existing  thereon 
or  caused  thereby  :  be  it  therefore  enacted,  that  in  any 
case  in  which  any  house  or  other  building,  whether 
erected  before  or  after  the  passing  of  this  Act,  is  without 
sufficient  drainage,  and  there  is  no  proper  sewer  within 
two  hundred  feet  of  any  part  of  such  house  or  building,  it 
shall  be  lawful  for  the  Vestry  or  District  Board  of  the 
parish  or  district  in  which  such  house  or  building  is 
situate,  hy  notice  in  writing  to  require  the  owner  of  such 
house  or  building  to  construct  and  lay  from  such  house  or 
building  a  covered  drain  to  lead  therefrom  into  a  covered 
water-tight  cesspool  or  tank  or  other  suitable  receptacle, 
not  being  under  a  house  or  within  such  distance  from  a 
house  as  the  Vestry  or  Board  shall  direct,  and  to  construct 
such  cesspool,  tank  or  receptable ;  and  the  several  pro- 
visions in  the  firstly-recited  Act  with  respect  to  the 
laying  of  house  drains  at  the  expense  of  the  owners  of 
property,  and  the  recovery  of  such  expenses  of,  and  the 
penalties  for  any  omission  in  respect  to  the  performance 
of  any  such  works  pursuant  to  the  orders  of  Vestries  or 
District  Boards  in  accordance  with  the  directions  of  the 
said  Act,  shall  be  extended  to  and  apply  to  the  making  of 
such  cesspools,  tanks,  receptacles  and  drains,  and  the 
orders  of  Vestries  and  District  Boards  in  relation  thereto 
and  the  expenses  thereof. 

LXVIII.  Every  person  who  shall  knowingly  erect  or  Penalty  on 
place  any  building,  wall,  bridge,  fence,  obstruction,  annoy- 
ance or  encroachment  in,  upon,  over  or  under  any  sewer 
under  the  Jurisdiction  of  the  Metropolitan  Board  of  Works, 
or  of  any  Vestry  or  District  Board,  and  every  person  ob- 
structing, filling  in  or  diverting  any  sewer  or  drain  under 
the  jurisdiction,  survey  or  control  of  the  Metropolitan 
Board,  or  of  any  Vestry  or  District  P>oard,  without  the 
previous  consent  in  writing  of  the  Board  or  Vestry  in 
whom  the  same  may  be  vested,  shall,  in  addition  to  any 
other  proceeding  to  which  ho  may  be  liable  therefor, 
forfeit  and  pay  to  such  respective  Board  or  Vestry  a  sum 
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not  exceeding  twenty  pounds  for  every  such  oflfence ;  and 
tlie  Board  or  Vestry  may  demolish  and  remove  any  such 
building,  wall,  bridge,  fence,  obstructioi],  annoyance  or 
encroachuient,  and  perforin  any  works  necessary  for 
restoring  or  reinstating  the  sewer  or  other  work  or  thing 
damaged ;  and  the  party  erecting  such  building,  wall, 
bridge,  fence,  or  causing  suc^h  obstruction,  anno3'ance  or 
encroachment,  shall  also  pay  the  expense  of  removing  and 
abating  them  respectively,  and  of  re-opening,  restoring, 
repairing  or  reinstating  any  sewer  or  drain  obstructed, 
filled  in,  closed  up  or  diverted ;  and  in  case  of  a  continu- 
ing (iffence  in  any  of  the  cases  aforesaid  the  offender  shall 
be  liable  to  a  further  penalty,  not  exceeding  five  pounds, 
for  each  day  after  notice  thereof  from  the  Metropolitan 
Board  of  Works,  or  from  the  Vestry  or  District  Board,  to 
be  recovered  by  action  at  law  or  before  any  Justice  of  the 
Peace  by  a  summary  proceeding,  at  the  option  of  the 
Board  or  Vestry :  provided  always  that  nothing  herein 
contained  shall  extend  to  prevent  or  impede  the  mainten- 
ance, rejDair  or  renewal  of  any  buildings  or  works  under 
which  a  sewer  or  drain  has  been  constructed,  but  so, 
nevertheless,  that  such  buildings  or  works  shall  not 
injure  or  obstruct  the  said  sewer  or  drain. 

iviiftity  on  LXIX.  Any  person  who  shall  take  up,  remove,  demolish 

nlt.'Tforiiig  01'  otherwise  inteifere  with  any  sewer  or  part  of  a  sewer 
with  sewers,  vested  in  the  Metropolitan  Board  of  Works,  or  in  any 
Vchtry  or  District  Board,  without  the  previous  permission 
in  writing  of  such  Board  or  Vestry,  or  who  shall  wilfully 
damage  any  sewer,  bank,  defence,  wall,  penstock,  giating, 
gully,  side  entrance,  tide  valve,  flap,  work,  or  thing  vested 
in  the  Metroiiulitau  Buard  or  any  Vestry  or  District 
Board,  or  do  any  act  by  which  the  drainage  of  the 
metropolis  or  any  part  thereof  may  be  obstructed  or  in- 
jured, shall  for  every  such  offence  forfeit  and  paj^  to  the 
said  Metropolitan  Board  of  Works,  or  to  the  Vestry  or 
District  Board  aggrieved  by  tniy  such  act,  for  every  such 
offence  a  sum  not  exceeding  twenty  jtounds,  and  shall  also 
pay  to  such  Board  or  Vestry  all  the  expenses  of  repairing, 
restoring,  reinstating  or  amending  any  sewer  or  other 
work  or  thing  so  taken  up,  removed,  demolished,  damaged 
or  interfered  with,  to  be  recovered  by  action  at  law  or 
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before  a  Justice  of  the  Peace  by  a  summary  proceeding, 
at  the  option  of  the  Board  or  Vestry. 

LXXXVITT.  If  any  person  shall,  without  having  given 
the  notice  directed  by  the  seventy-sixth  section  of  the 
firstly-recited  Act,  begin  to  lay  the  foundation  of  any  new 
house  or  buildiuij;  within  any  parish  mentioned  in  Schedule 
A  of  the  said  Act,  or  any  district  in  Schedule  B  of  the  said 
Act,  or  to  make  any  drain  for  the  purpose  of  draining 
either  directly  or  indirectly  into  any  sewer  under  the 
jurisdiction  of  the  Vestr}^  or  Board  of  such  parish  or 
district,  be  shall  become  liable  to  a  penalty  for  every  such 
offence  not  exceeding  five  pounds,  and  to  a  continuing 
penalty  of  forty  shillings  for  each  and  every  day  during 
which  he  shall  omit  to  give  the  notice  directed  by  the 
said  Act. 

XCVI.  The  two  hundred  and  seventeenth,  two  hundred 
and  eighteenth  and  two  hundred  and  nineteenth  sections 
of  the  firstly- recited  Act  are  hereby  repealed  ;  and  in  lieu 
thereof  be  it  enacted,  that  it  shall  be  lawful  for  any 
Vestry  or  District  Board,  at  their  discretion,  to  require 
the  payment  of  any  costs  or  expenses  which  the  owner 
of  any  premises  may  be  liable  to  pay  under  the  said 
recited  Act  or  this  Act,  either  from  the  owner  or  from  any 
person  who  then  or  at  any  time  thei'eafter  occupies  such 
premises,  and  such  owner  or  occupier  shall  be  liable  to 
pay  the  same,  and  the  same  shall  be  recovered  in  manner 
authorised  by  the  recited  Act  and  this  Act;  and  the 
owner  shall  allow  such  occupier  to  deduct  the  sums  of 
money  which  he  so  pays  out  of  the  rent  from  time  to  time 
becoming  due  in  respect  of  the  said  premises,  as  if  the 
same  had  been  actually  paid  to  such  owner  as  part  of  such 
rent :  provided  always  that  no  such  occupier  shall  be 
required  to  pay  any  further  sum  than  the  amount  of  rent 
for  the  time  being  due  from  him,  or  which,  after  such 
demand  of  such  costs  or  expenses  from  such  occupier,  and 
after  notice  not  to  pay  his  landlord  any  rent  without  first 
deducting  the  amount  of  such  costs  or  expenses,  becomes 
payable  by  such  occupier,  unless  he  refuse,  on  application 
being  made  to  him  for  that  purpose  by  or  on  behalf  of  the 
Vestry  or  District  Board,  truly  to  disclose  the  amount  of 
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his  rent,  and.  tlie  name  and  address  of  the  person  to  whom 
such  rent  is  payable,  but  the  burden  of  proof  that  the  surii 
demanded  from  anj'  such  occupier  is  greater  than  the  rent 
due  b}'  him  at  the  time  of  such  notice,  or  which  has  since 
accrued,  shall  lie  upon  such  occupier :  provided  also  that 
nothing  herein  contained  shall  be  taken  to  affect  any 
contract  made  or  to  be  made  between  any  owner  and 
occupier  of  any  house,  bxiilding  or  other  proi:)erty  whereof 
it  is  or  may  be  agreed  that  the  occupier  shall  pay  and 
discharge  all  rates,  dues  and  sums  of  money  payable  in 
respect  of  such  house,  building  or  other  property,  or  to 
affect  any  contract  whatsoever  between  landlord  and 
tenant. 
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XCVir.  If  the  owner  or  landlord  of  any  premises  from 
whose  rent  any  amount  shall  be  deducted  in  respect  of 
any  costs,  charges  or  expenses  payable  under  the  firstly- 
recited  Act  or  this  Act,  shall  hold  the  premises  in  respect 
of  which  the  amount  of  such  costs,  charges  or  expenses 
shall  be  paid  at  a  rent  not  less  than  the  rack-rent,  he 
shall  be  entitled  to  deduct  the  whole  amount  jiaid  by  him 
on  account  of  such  costs,  charges  or  expenses  from  the 
rent  payable  by  him  to  his  superior  landlord  ;  and  if  he 
holds  at  a  rent  less  than  the  rack-rent,  he  shall  be  entitled 
to  deduct  fi'om  the  rent  so  payable  by  him  a  sum  bearing 
the  same  proportion  to  the  amount  so  paid  by  him  on 
account  of  such  costs,  charges,  or  expenses  as  his  rent 
shall  l»ear  to  the  rack-rent ;  and  if  the  owner  or  landlord 
from  whose  rent  any  deduction  lie  made  under  the  pro- 
vision! last  aforesaid  be  himself  liable  to  the  paj^ment  of 
rent  for  the  premises  in  respect  of  which  the  deduction 
shall  be  made,  and  hokl  such  premises  for  a  term  of  which 
less  than  twenty-one  years  shall  be  unexpired,  but  not 
otherwise,  he  may  deduct  from  the  rent  so  payable  by 
him  a  sum  bearing  the  same  proportion  to  the  sum  de- 
ducted from  the  rent  payable  to  him  as  the  rent  payable 
bj'  him  shall  bear  to  the  rent  payable  to  him,  and  so  on  in 
succession  with  respect  to  every  landlord  of  the  same 
premises  both  receiving  and  liable  to  pay  rent  in  respect 
thereof,  and  holding  the  same  for  a  term  of  which  less 
than  twenty-one  years  shall  be  unexpired  as  aforesaid  : 
provided  always  that  nothing  herein  contained  shall  be 
construed  to  entitle  any  person  to  deduct  from  the  rent 
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payable  l>y  him  more  than  the  whole  sum  deducted  from 
tlie  rent  paj^'^ble  to  him  :  provided  also  that  nothing 
herein  contained  shall  be  taken  to  aifect  any  contract 
made  or  to  be  made  between  any  owner  or  occupier  of 
any  house,  building  or  other  property  whereof  it  is  or 
may  be  agreed  that  the  occupier  shall  pay  and  discharge 
all  rates,  dues  and  sums  of  money  payable  in  respect  of 
Buch  house,  building  or  other  property,  or  to  aft'ect  any 
contract  whatsoever  between  landlord  and  tenant. 
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THE  METROPOLIS  :\rAXAGEMEXT  AND 
BUILDING  ACTS  AMEND:\IENT  ACT, 

1878. 

41  &  42  Vict.  c.  32. 

An  Act  to  amend  the  3Tetropolis  Management  Act,  1855,  the 
Metropolitan  Building  Act,  1855,  and  the  Acts  amending 
the  same  respectively. 

[22ik1  July,  1878.] 

WHEnEAS  the  provisions  of  the  several  Acts  now  in  force 
■within  the  metropolis  are  insufficient  for  duly  regulating 
the  erection  and  extension  of  houses  and  buildings  in 
elf'se  proximity  to  certain  roads,  passages  and  ways,  and 
it  is  expedient  that  for  such  purpose  further  and  better 
provisions  should  be  made  : 

And  whereas  with  a  view  to  protect  the  priblic  frequenting 
theatres  and  music  halls  within  the  metropolis  from 
danger  fiom  fire  it  is  expedient  that  provisions  such  as 
are  in  this  Act  contained  should  be  made  for  empower- 
ing the  Metropolitan  Board  of  Works  (in  this  Act  re« 
ferred  to  as  "  the  Board ")  to  cause  alterations  in 
existing  theatres  and  music  halls  to  be  made  in  certain 
cases,  and  to  make  regulations  with  respect  to  the 
position  and  structure  of  new  theatres  and  certain  new 
music  halls  : 

And  whereas  it  is  expedient  to  make  provisions  with 
respect  to  the  making,  filling  up  and  preparation  of  the 
foundatinns  and  sites  of  houses  and  buildings  to  be 
erected  within  the  meti'opolis,  and  with  respect  to  the 
quality'  of  the  substances  to  be  used  in  the  formation  or 
construction  of  the  sites,  foundations  and  walls  of  such 
houses  and  buildings  Avith  a  view  to  the  stability  of  the 
same,  the  prevention  of  fires  and  for  purposes  of  health  : 

Anl  whereas  it  is  expedient  to  make  further  and  better 
provisions  with  respect  to  the  payment  of  expenses 
incurred  by  the  Board  in  relation  to  dangerous 
sti'uctures  : 
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And  whereas  for  the  purpose  aforesaid  it  is  expedient  to 

amend   the    Metropolis    Management    Act,     1855,    the 

Metropolitan  Building  Act,  1855,  and  the  Acts  amending 

the  same  respectively : 
Be  it  therefore   enacted   by    the    Queen's    most  excellent   13  &  19  yjct 

Majesty,  by  and    with  the  advice  and  consent  of  the   c.  120. 

Lords   Spiritual   and  Temporal,   and   Commons,  in  this  c.  122. 

present  Parliament  assembled,  and  by  the  authority  of 

the  same,  as  follows ;  (that  is  to  say) — 


Preliminary. 

I.  This    Act    may    be   cited    for   all     purposes    as    the   Short  Title 
Metropolis  Management  and  Building  Acts  Amendment 

Act,  1878. 

II.  This  Act  shall  extend  and  aj^ply  to  the  Metropolis 
as  defined  by  the  Metropolis  Management  Act,  1855. 

III.  This  Act  shall  consist  of  three  Parts. 


Limits  of 

Act  18  &  19 

Vict.  c.  120. 

Division  of 

Act  into 

thiee  parts. 


Part  I. 

Y.  The  jMetropolis  Management  Act,  1855,  and  the  Acts 
amending  the  same,  and  this  Part  of  this  Act  shall  be 
construed  together  as  one  Act  :  provided  always  that 
nothing  in  this  Act  shall  be  held  to  limit  or  restrict  the 
powers  now  vested  in  the  Commissioners  of  Sewers  of  the 
cit}'  of  London,  or  in  any  body  or  person  elsewhere  within 
the  metropolis,  by  an  Act  passed  in  the  session  of  Parlia- 
ment held  in  the  fitty-seventh  year  of  the  reign  of  King 
George  the  Third,  intituled  "  An  Act  for  better  paving, 
improving  and  regulating  the  streets  of  the  Metropolis,  and 
removing  and  preventing  nuisances  and  obstructions 
therein." 

XT.  Whenever  it  appears  to  the  Board  that  any  house 
or  other  place  of  public  resort  within  the  metiopolis  which 
was  at  the  time  of  the  passing  of  this  Act  authorised  to  be 
kept  open  for  the  public  performance  of  stage  plays,  and 
which  is  kept  open  for  sucli  purpose,  under  the  authority 
of  letters  patent  from  Her  Majesty,  her  heirs  and  successors 
or  predecessors,  or  of  a  license  granted  by  the  Lord 
Chamberlain  of  Her  Majesty's  Household  for  the  time 
being,  or  by  Justices  of  the  Peace,  or  that  any  house,  room 
or  other  place  of  public  resort  within  the  metroijolis,  con- 
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tai]iing  a  superficial  area  for  the  accommodation  of  the 
piiLlic  of  not  less  than  five  hundred  square  feet,  which 
was  at  the  time  of  the  passing  of  this  Act  authorised  to  be 
ke|it  open,  and  which  is  kept  open,  for  dancing,  music  or 
other  public  entertainment  of  the  like  kind,  under  the 
authority  of  a  license  granted  by  any  court  of  quarter 
sessions,  is  so  defective  in  its  structure  that  special  danger 
from  fire  may  result  to  the  public  frequenting  the  same, 
then,  and  in  every  such  case  the  Board  may,  with  the 
consent  of  the  Lord  Chamberlain  in  the  case  of  theatres 
under  his  ju?isdiction,  and  of  Her  Majesty's  principal 
Secretary  of  State  in  all  other  cases,  if  in  the  opinion  of 
the  Board  such  structural  defects  can  be  remedied  at  a 
moderate  expenditure,  by  notice  in  wri;ing  require  the 
owner  of  such  house,  room  or  other  place  kept  open  for 
any  of  the  purposes  aforesaid,  under  such  authority  as 
aforesaid,  to  make  such  alterations  therein  or  thereto  as 
may  be  necessary  to  remedy  such  defects,  within  a  reason- 
able time  to  be  specified  in  such  notice :  and  in  case  such 
owner  fails  to  comply  with  the  requirements  of  such  notice 
within  such  reasonable  time  as  aforesaid,  he  shall  be  liable 
to  a  penalty  not  exceeding  fifty  pounds  for  such  default, 
and  to  a  further  penalty  of  five  pounds  for  every  day  after 
the  first  day  after  the  expiration  of  such  reasonable  time 
as  aforesaid  during  which  such  default  continues  :  pro- 
vided always  that  any  such  owner  may,  within  fourteen 
days  after  the  receipt  of  any  such  notice  as  aforesaid,  serve 
notice  of  appeal  against  the  same  upon  the  Board,  and 
thereupon  such  appeal  shall  be  referred  to  an  arbitrator  to 
be  appointed  by  Her  Majesty's  First  Commissioner  of 
Works  at  the  reqiiest  of  either  party,  who  shall  hear  and 
determine  the  same,  and  may,  on  such  evidence  as  he  may 
think  satisfactory,  either  confirm  the  notice  served  by  the 
Board,  or  may  confirm  the  same  with  such  modifications 
as  he  may  think  proper,  or  refuse  to  coufirnr  the  same,  and 
the  decision  of  such  arbitrator  with  respect  to  the  require- 
ments contained  in  any  such  notice,  and  the  reasonableness 
of  the  same,  and  the  persons  by  whom  and  the  proportions 
in  which  the  costs  of  such  arbitration  are  to  be  paid,  shall 
be  final  and  conclusive  and  binding  upon  all  parties. 

In  case  of  an  appeal  against  any  such  notice,  com- 
pliance with  the  requirements  of  the  same  may  be  post- 
poned until  after  the  day  upon  which  such  appeal  shall 
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be  so  decided  as  aforesaid,  and  the  same,  if  confirmed  in 
whole  or  in  part,  shall  only  take  eifect  as  and  from  such  day. 

XIL  The   Board   may  from   time   to   time  make,  alter.    Power  to 
vary  and  amend  such   regulations  as  they  may  think  ex-   mak^regu- 
pedient  with  respect  to  the  requirements  for  the  protection   lations  with 
from  fire  of  houses  or  other  places  of  public  resort  within   uewTuea'tres 
the  metropolis,  to  be  kept  open  for  the  public  performance   and  certain 
of  stage  plays,  and  of  houses,  rooms  or  other  places  of  public   bails  for 
resort  within  the  metropolis,  containing  a  superficial  area  f/oni  Are" 
for  the  accommodation  of  the  public  of  not  less  than  five 
hundred  square  feet,  to  be  kept  open  for  public  dancing, 
music  or  other   public   entertainment  of  the  like  kind, 
under  the  authority  of  letters  patent  from  Her  Majesty, 
her  heirs  or  successors,  or  of  licenses  by  the  Lord  Cham- 
berlain of  Her  Majesty's  Household,  or  by  any  Justices  of 
the  Peace,  or  by  any  court  of  quarter  sessions,  which  may 
be  granted  for  the  first  time  after  the  passing  of  this  Act  ; 
and  may  by  such  regulations  prescribe  the  requirements  as 
to  position  and  structure  of  such  houses,  rooms  or  places  of 
public  resort  which  may,  in  the  opinion  of  the  Board,  be 
necessary  for  the  protection  of  all  persons  who  may  fre- 
quent the  same  against  dangers   from   fires  which   may 
arise  therein  or  in  the  neighbourhood  thereof;  provided 
that  the  Board  may  from  time  to  time  in  any  special  case 
di.spense  with  or  modify  such  regulations,   or  may  annex 
thereto  conditions  if  they  think  it  necessary  or  expedient 
so  to  do. 

The  Board  shall,  after  the  making,  altering,  varying  or 
amending  of  any  such  regulations,  cause  the  same  to  bo 
printed,  with  the  date  thereof,  and  a  printed  copy  thereof 
shall  be  kept  at  the  office  of  the  Board,  and  all  persons 
may  at  all  reasonable  times  inspect  such  copy  without 
payment,  and  the  Board  shall  cause  to  be  delivered  a 
printed  copy,  authenticated  by  their  seal,  of  all  regulations 
for  the  time  being  in  force  to  every  person  applying  for 
the  same,  on  payment  by  such  person  of  any  sum  not  ex- 
ceeding five  shillings  for  every  such  copy. 

A  printed  copy  of  such  regulations,  dated  and  authenti- 
cated by  the  seal  of  the  Board,  shall  be  conclusive  evidence 
of  the  existence  and  of  the  due  making  of  the  same  in  all 
proceedings  under  the  same,  without  adducing  proof  of 
such  seal  or  of  the  fact  of  such  making. 
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license  for 
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From  and  after  the  making  of  any  sucli  regulations  it 
sliall  not  be  lawful  for  any  person  to  have  or  keep  ojien 
any  such  house,  room  or  any  other  place  of  public  resort 
for  any  of  the  purposes  aforesaid,  unless  and  until  the 
Board  grant  to  such  person  a  certificate  in  writing  under 
their  seal,  to  the  effect  that  such  house,  room  or  other 
place  was  on  its  completion  in  accordance  with  the  regu- 
lations made  by  the  Board  in  pursuance  of  the  provisions 
of  this  Act  for  the  time  being  in  force,  and  in  so  far  as 
the  same  are  applicable  to  such  house  or  other  place,  and 
to  the  conditions  (if  any)  annexed  thereto  by  the  Board. 

In  case  an}-  such  hoi;se,  room  or  place  of  public  resort 
is  opened  or  kept  open  by  any  person  for  any  of  the 
purposes  aforesaid,  contrary  to  the  provisions  of  this 
enactment,  such  person  shall  be  liable  to  a  penalty  not 
exceeding  fifty  pounds  for  every  day  on  which  such 
house  or  place  of  public  resort  is  so  kept  o\^e\\  as  aforesaid. 

XIII.  A  person  interested  in  any  premises  about  to  be 
constructed,  or  in  course  of  construction,  which  are  de- 
signed to  be  licensed  and  used  within  the  metiopolis  for 
the  public  performance  of  stage  plays,  or  for  public 
dancing,  music  or  other  public  entertainment  of  the  like 
kind,  may  apply  to  the  licensing  authority  for  the  grant 
of  a  provisional  license  in  respect  of  such  premises.  The 
grant  of  such  provisional  license  shall,  in  respei^t  of  the 
discretion  of  the  licensing  authority  and  procedure,  be 
subject  to  the  same  conditions  as  those  applicable  to  the 
grant  of  a  like  license  which  is  not  provisional.  A  pro- 
visional license  so  granted  shall  not  be  of  any  force  until  it 
has  been  confirmed  by  the  licensing  authority  ;  but  the 
licensing  authority  shall  confirm  the  same  on  the  produc- 
tion by  the  a])plicant  of  a  certificate  by  the  Board  that 
the  construction  of  the  premises  has  been  completed  in 
accordance  with  the  regulations  and  conditions  made  by 
the  Board  as  hereinbefore  provided,  and  on  being  satisfied 
that  no  objection  can  be  made  to  the  character  of  the 
holder  of  such  provisional  license. 


Part  III. 

XXI.  The  architect  of  the  Board,  and  any  fither  person 
authorised  by  the  Board  in  writing  under  their  seal,  may, 
at  all  reasonable  times  after  completion   or  during  con- 
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strnction,   enter  and    inspect    any    house,  room  or  other  by  Hoard 

-,  .      ,         1     T    1       T        1         J.  r        J.1  IT      and  di.-tnct 

place  kept  open  or  intended  to  he  kept  open  tor  the  public  surveyorto 
performance  of  stage  plays,  or  for  public  dancing,  music  '.^^^l^'"^ 
or  other  public  entertainment  of  the  like  kind  ailected  by  ihciitrfs, 
any  of  the  provisions  of  this   Act,  or  of  any  regulations  '^iJl^ijn';,^^"'' 
made  in  pursuance  thereof ;  and  if  any  person  refuses  to  and  works, 
admit  such  architect  or  person,  or  to  atibrd  him  all  reason- 
able assistance  in  such  inspection,  in  every  such  case  the 
person  so  refusing  shall  incur  for  each  offence  a  penalty 
not  exceeding  twenty  pounds. 

XXII.*  For  the  purpose   of  complying   with   the   re 
quirements    of   any    notice    or    order    served    or    made  to  enter 
under  the  provisions  of  this  Act,  on  any  owner,  builder  e^'"f,ay*^^^^^^ 
or   rierson,  in  respect    of   any    house,  building  or    other  notices  or 

'   .  1  1  1-13  order. 

erection,  room  or  place,  such  owner,  builder  or  person, 
his  servants,  workmen  and  agents,  may,  after  giving 
seven  days'  notice  in  writing  to  the  occupier  of  such 
bouse,  building  or  other  erection,  room  or  place,  and  on 
production  of  such  notice  or  order,  enter  such  house, 
building  or  other  erection,  room  or  place,  and  do  all  such 
works,  matters  and  things  therein  or  thereto,  or  in  con- 
nection therewith,  as  may  be  necessary;  and  if  any  person 
refuses  to  admit  such  owner,  builder  or  person,  or  his 
servants  or  workmen  or  agents,  or  to  atibrd  them  all 
reasonable  assistance,  such  person  shall  incur  for  each 
offence  a  penalty  not  exceeding  twenty  pounds. 

XXIII.  Every  penalty  imposed  by  Part  I.  and  Part  III.  J^'^XeJ."^ 
of  this  Act  may   be  recovered  by   summary  proceedings 
before  any  Ju.stice,  in  like  manner  and  subject  to  the  like 
right  of  appeal  as  if  the  same  were  a  penalty  recoverable 
by  summary  proceedings  under  the  Metropolis   Manage- 
ment Act,  1855,  and   the  Acts  amending  the  same  ;  pro- is  &  19  Vict, 
vided  always  that  in  any  proceedings  against  any  person  j-g'^^ig  yict. 
fur  more  than  one  pt-nalty  in  respect  of  one  or  more  breach  c.  122. 
or  breaches  of  any  provision  of  this  Act  or  of  any  byelaw 
made  in  pursuance  of  this  Act,  it  shall  be  lawful  to  include 
in  one  summons  all   such  penalties,  and   the   charge   for 
such  summons  shall  not  exceed  two  shillings.  from  m'^-"^ 

XXIV.  11  er  Majesty's  royal  palaces,  and  all  buildings,  tropous 

works  and  ground    excepted    Iroin  the  operation  01  tne^Y.ts  ex- 
tended to 
*  This  section  is  repealed  so  far  as  it  relates  to  any  notice  or  this  Act. 
order  serve<i  or  maiic  under  any  pruvi.siuii  repealed  by  the  Loudon  ^^ ^^^'^  ^"■''• 
Building  Act,  18'J4. 
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Metropolis  Management  Act,  1855,  and  the  Acts  amending 
the  same,  or  of  any  of  the  isaid  Acts,  shall  be  excepted 
from  the  operation  of  the  provisions  of  this  Act  which  ai'e 
to  be  construed  with  such  Acts,  and  all  exemptions  from 
the  provisions  of  any  of  the  said  Acts  shall  extend  to  such 
of  the  provisions  of  this  Act  as  are  to  be  construed  as 
aforesaid  with  such  Acts. 

At  not  to  XXVI.  Nothing  in   this  Act   shall  apply  to  the  Inner 

inn./rand'^  Temple,  the  Middle  Temple,  Lincoln's  Jnn,   Gray's  Inn, 
x'^'^'?.  &     Staple  Inn,  Furnival's  Inn,  or   the  close  of  the  collegiate 
church  of  Saint  Peter,  Westminster. 

Saving  rights  XXVII.  Nothing  Contained  in  this  Act  shall  apply  to 
"^  I'th*"'^'^^"  ^^  shall  authorise  or  empower  the  Boax'd,  or  any  Vestry, 
Duchy  of  District  Board  or  district  surveyor,  to  take,  use,  or  in  any 
Lancaster,  manner  interfere  with  any  land,  soil,  tenements  or  here- 
ditaments, or  any  rights  of  whatsoever  nature  belonging 
to  or  enjoyed  or  exercisable  by  the  Queen's  most  Excellent 
Majesty  in  right  of  her  Crown,  or  in  right  of  her  Duchy 
of  Ltincaster,  without  the  consent  in  writing  of  the  Com- 
missioners for  the  time  being  of  Her  Majesty's  Woods, 
Forests  and  Land  Revenues,  or  one  of  them,  on  behalf  of 
Her  Majesty,  in  right  of  her  Crown,  first  had  and  ob- 
tained for  that  purpose  (which  consent  such  Commis- 
sioners are  hereby  respectively  authorised  to  give),  or 
without  the  consent  in  like  manner  of  the  Chancellor  of 
the  said  Duchy,  on  behalf  of  Her  Majesty,  in  right  of  her 
said  Duchy ;  neither  shall  an3thing  contained  in  this  Act, 
or  in  any  byelaw  thereunder  made,  extend  to,  divest, 
take  away,  prejudice,  diminish  or  alter  any  estate,  right, 
privilege,  power,  or  authority  vested  in  or  enjoyed  or  ex- 
ercisable by  the  Queen's  Majesty,  her  heirs  or  successors, 
in  right  of  her  Crown,  or  in  right  of  her  said  Duchy  ;  and 
nothing  contained  in  Part  I.  of  this  Act  shall  apply  to  the 
extension  of  Savoy  Street  or  the  bridge  which  the  Chan- 
cellor and  Council  of  the  said  Duchy  are  by  the  Metro- 
c.  tiV  "^ '  politan  Board  of  Works  (Various  Powers)  Act,  1875, 
empowered  to  make  and  construct,  or  to  any  house  or 
building  within  the  precinct  of  the  Savoy,  or  upon  the 
land  mentioned  in  section  six  of  the  last-mentioned  Act, 
constructed  or  extended  after  the  passing  of  this  Act,  in 
or  abutting  upon  any  road,  passage  or  way  existing, 
formed  or  laid  out  at  the  time  of  the  passing  of  this  Act. 
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THE  LONDON   COUNCIL   (GENERAL 
POWERS)    ACT,    1890. 

The  following  Section  (32)  of  the  London  Council  (^General 
'Powers)  Act,  1890,  53  &  54  Vict.  c.  218,  is  the  onli/ 
one  remaining  in  force  relating  to  Building. 

XXXII.  Every  person  who  shall  intend  to  build  or  take 
down  any  house,  building  or  wall  (not  beinof  within  the 
City  of  London),  within  ten  feet  of  any  public  thoiough- 
fare,  shall  give  notice  of  such  intention  to  the  Vestry  or 
District  Board  of  the  parish  or  disirict  in  which  such 
hous^e,  building  or  wall  is  situate,  and  shall,  before  com- 
mencing to  build  or  take  duwu  any  such  house,  building, 
or  wall,  cause  to  be  put  up  such  hoard  or  fence,  with  a 
convenient  platform  and  handrail  (if  there  be  room 
enough),  for  the  same  to  serve  as  a  footway  for  passengers 
outside  of  such  hoard  or  fence,  as  the  Vestry  or  District 
Board  may  think  to  be  proper  and  sufficieut,  and  shall 
continue  such  hoard  or  fence,  and  such  platform  and 
handrail  standing  and  in  good  condition  to  the  satisfac- 
tion of  the  Vestry  or  District  Board  during  the  building 
or  taking  down  of  any  such  house,  building  or  wall,  unless 
the  Vestry  or  District  Board  shall  give  their  consent 
in  writing  to  its  previous  removal,  and  shall,  when  required 
so  to  do  by  the  Vestry  or  District  Board,  cause  such  hoard 
or  fence,  and  such  platform  and  handrail  to  be  well  lighted 
from  sun.set  to  sunrise : 

Every  person  who  fails  to  give  such  notice  to  the  Vestry 
or  district  board,  or  who  commences  to  build  or  t;ike 
down  any  such  house,  building  or  wall,  without  causing 
to  be  put  up  such  hoard  or  fence  with  or  without  such 
convenient  platform  and  handrail,  or  who  does  not  con- 
tinue such  hoard  or  fence  with  or  without  such  convenient 
platform  and  handrail  in  good  condition  to  the  satisfac- 
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ti(in  of  the  Yestry  or  Dif-trict  Board  as  aforesaid,  or  who 
does  not  when  required  so  to  do  cause  such  hoard  or  fence 
with  <iT  witliout  such  platform  and  handrail  to  be  well 
lighted  from  sunset  to  sunrise,  shall  for  every  such  offence 
Vie  liable  to  a  penalty  not  exceeding  five  pounds,  and  a 
iurther  penalty  not  exceeding  forty  shillings  for  every 
dav  on  which  such  offence  shall  continue  after  convic- 
tion thereof,  tuch  penalties  to  be  recovered  by  summary 
proceeding. 
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THE   METROPOLIS   MANAGEMENT 
AMENDMENT    ACT,    1890. 

53  &  54  Vict,  c.  66. 

An  Act  to  amend  the  Metropolis  Management  Acts. 

[I8th  August,  1890.] 

Be  it  enacted  by  the  Qixeen's  most  Excellent  Majesty,  by 
and  witli  the  advice  and  consent  of  the  Lords  Spiritual 
and  Temporal,  and  Commons,  in  this  present  Parlia- 
ment assembled,  and  by  the  authority  of  the  same  as 
follows  : 

I.  This    Act   may   be   cited   for   all   purposes    as    the   short  Title, 
Metropolis  Management  Amendment  Act,  1890. 

II.  In  this  Act —  Itil^rpreta- 

"  The    Metropolis   Management   Acts"  includes    the   ""'V 

Metropolis  Management  Act,  1855,  and  any  Acts  c.  20. 

amending  the  same. 
Terms    to    which    meanings    are    assigned    by   the 

Metropolis    iManagement   Acts    have    the   same 

respective  meanings. 
"  The  Council  "  means  the  London  County  Council. 

III.  Any  Vestry  or  District  Board  may  from  time  to  time  Poner  to 
execute  any  necessary  works  of  repair  upon  any  or  any  ^  ^',^•^.1'"' 
part  of  any  carriage  road  within  their  parish  or  district  Board  to 
which  shall  have  been  used  for  not  less  than  six  months  ro!^"or\vay 
for  public  traffic  and  which  may  not  at  the  time  of  such  «««•  ''e'»g  " 
repair  have  become  repairable  by  them,  and  shall  not  by 
undertaking  such  repair  prejudice  or  affect  the  powers  of 

such  Vestry  or  District  Board  to  apportion  and  recover  the 
expenses  of  paving  such  road  or  way  if  and  when  the  same 
shall  be  paved  as  a  new  street  under  the  Metropolis 
Management  Acts.    ' 

The  expenses  of  and  incident  to  such  repair  may  in  the 
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first  instance  be  paid  by  the  Vestry  or  District  Board  in 
the  same  manner  as  the  expanses  of  repairing  other  streets 
repairable  by  them,  and  shall,  as  soon  as  may  be  thereafter, 
be  apportioned  upon  and  recovered  from  the  owners  of  the 
houses  and  land  bounding  or  abutting  on  such  road  or 
part  thereof  in  the  same  manner  as  if  such  expenses 
were  expenses  of  paving  such  road  or  part  thereof  as  a 
new  street  under  the  provisions  of  ihe  Metropolis  Manage- 
ment Acts  relative  thereto,  and  the  amount  of  the 
expenses  so  ajjportioned  may  be  recovered  by  the  Vestry 
or  District  Board  in  a  court  of  competent  jurisdiction. 

Provided  that  no  railway  company  shall  be  liable  under 
this  section  to  pay  the  proportion  of  the  expenses  of  and 
incident  to  such  works  of  repair  apportioned  upon  them  in 
respect  of  lands  abutting  on  any  such  road,  and  used 
solely  as  part  of  their  line  of  railway  and  sidings,  and 
having  no  direct  communication  with  such  road,  and  the 
amount  apportifmed  upon  any  such  company  in  respect 
thereof  shall  be  paid  by  the  Vestry  or  District  Board. 
But  in  the  event  of  such  company  making  a  direct  com- 
munication with  such  road  before  the  same  is  taken  over 
by  the  Vestry  or  District  Board,  a  just  share  of  the  said 
expenses  shall  be  payable  by  such  company  to  the  Vestry 
or  District  Board,  and  the  amount  of  such  share  shall,  in 
case  of  difierence  between  the  railway  company  and  the 
Vestry  or  District  Board,  be  fixed  in  a  summary  way  by 
any  metrop  litan  police  magistrate  in  whose  distiict  such 
road  shall  be  wliolly  or  partly  situate,  and  shall  be 
payable  on  demand  to  the  Vestry  or  District  Board. 

r<!ia;iyfo:  IV.  Au}'  persou  making  any  sewer,  or  branching  any 

sVw--rl-^o.-     sewer  or  drain    into  any  sewer  vested    in    tlie    Council. 

'"*'y  "•_        wnthout  the  approval  in  writing  of  the  Council  first  had 

iruvc'd.  and  obtained,  or  otherwise  than  in  accordance  with  a  plan 

and  section  thereof  approved  by  the  Council,  or  causing 

any  such  sewer  or  drain  to  be  so  made  or  branched,  shall 

be  liable  to  a  penalty  not  exceeding  fifty  pounds. 

The  Council  may  by  notice  in  writing  to  the  owner  or 
owners  of  the  premises  connected  with  the  sewer  or  drain 
t^o  improperly  made  or  branched,  or  (if  there  are  no  such 
premises)  ot  the  land  in  wliich  it  is  placed,  require  such 
owner  or  owners  forthwith  to  remove  such  sewer  or  drain 
or  to  reconstruct  the  same  at  his  or  their  expense  to  the 


AMENDMENT  ACT,   1890.  197 

approval  of  the  Council  in  acoordance  with  the  plan  and 
section  approved  as  aforesaid,  and  in  the  event  of  such 
owner  or  owners  failing  to  comply  with  the  terms  of  such 
requisition,  such  owner  or  owners,  as  the  case  msij  be, 
shall  be  severally  liable  to  a  penalty  not  exceeding  five 
pounds  for  every  day  during  which  he  or  they  shall  fail 
to  comply  therewith.  And  the  Council  may  execute  the 
works  required  and  recover  the  costs  and  expenses  thereof 
in  a  court  of  summary  jurisdiction  from  tlje  person  who 
shall  have  made  or  branched,  or  cau8ed  to  be  made  or 
branched,  the  sewer  or  drain,  or  from  the  owner  or  owners 
of  the  premises  connected  therewith,  or  (if  there  are  no 
such  premises)  of  the  land  in  which  it  is  placed.  Provided 
that  if  tlie  premises  of  more  than  one  owner  are  at  the 
time  of  the  commencement  of  the  work  by  the  Council 
connected  with  any  such  sewer,  the  costs  and  expenses 
thereof  shall  be  apportioned  amongst  and  recoverable  from 
such  owners  in  proportion  to  the  rateable  value  of  the 
premises  respectively  connected  therewith. 

Provided  also  that  in  the  event  of  any  such  costs  and 
expenses  being  paid  to  the  Council  by  any  such  owner  or 
owners,  then  such  owner  or  owneis  shall  be  entitled  to 
recover  in  a  court  of  summary  jurisdiction  the  amount  so 
paid  by  them  from  the  person  who  made  or  branched  or 
caused  such  sewer  or  drain  to  be  made  or  branched  in 
manner  aforesaid. 

V.  Any  person  making  any  sewer  or  branching  any  peiwitv  in 
sewer  or  drain  into  any  sewer  vested  in  any  Vestry  or  ctrmpctiona 
Jjistrict  Board  without  the  approval  in  writing  of  such  wuh  ioo«i 
Vestry  or  District  Board  first  had  and  obtained,  or  other- 
wise than  in  accordance  with  the  plan  and  section  thereof, 
if  any,  approved  by  the  Council  under  the  provisions  of 
the  Metropolis  Management  Acts  relative  thereto,  or 
causing  any  such  sewer  or  drain  to  be  so  made  or  branched, 
shall  be  liable  to  a  penalty  not  exceeding  fifty  pounds. 
The  Vestry  or  District  Board  concerned  may,  by  notice  in 
writing  to  the  owner  or  owners  of  the  premises  connected 
with  the  sewer  or  drain  so  improperly  made  or  branched, 
or  (if  there  are  no  such  premises)  of  the  land  in  which  it 
is  i)laced,  require  such  owner  or  owners  forthwith  to 
remove  such  sewer  or  drain,  or  to  reconstruct  the  same  at 
his  or  their  expense  to  the  approval  of  such  Vestry  or 
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District  Board  and  in  accordance  with  the  plan  and  section 
approved  as  aforesaid,  and  in  the  event  of  such  owner  or 
owners  failing  to  comply  with  the  terms  of  such  requisi- 
tion, such  owner  or  owners,  as  the  case  may  be,  shall  be 
severally  liable  to  a  penalty  not  exceeding  five  pounds  for 
every  day  duriug  which  he  or  they  shall  fail  to  comply 
therewith,  and  the  Vestry  or  District  Board  may  execute 
the  works  required  and  recover  the  costs  and  expenses 
thereof  in  a  court  of  summary  jurisdiction  from  the  person 
who  shall  have  made  or  branched,  or  caused  to  be  made  or 
branched  the  sewer  or  drain,  or  from  the  owner  or  owners 
of  tlie  premises  connected  therewith,  or  (if  there  are  no 
such  promises)  of  the  land  in  which  it  is  placed. 

Provided  tliat  if  the  premises  of  more  than  one  owner 
are  at  the  time  of  the  commencement  of  the  work  by  the 
Vestry  or  District  Board  connected  with  any  such  sewer, 
the  costs  and  expenses  thereof  shall  be  apportioned  amongst 
and  recoverable  fr(jm  such  owners  in  proportion  to  the 
rateable  value  of  the  premises  respectively  connected 
therewith. 

Provided  also  that  in  the  event  of  any  snch  costs  and 
expenses  being  paid  to  the  Ve>try  or  District  Board  by  any 
such  owner  or  owners,  then  such  owner  or  owners  shall  be 
entitled  to  recover  in  a  court  of  summary  jurisdiction  the 
amount  so  paid  by  them  from  the  person  who  made  or 
branched  or  caused  such  sewer  or  drain  to  be  made  or 
branched  in  manner  aforesaid. 

VI.  Subject  to  the  provisions  of  this  Act,  it  shall  not  be 
\irnki  a  lawful  after  the  passing  of  this  Act  to  furm  or  lay  out,  or 

i>assageor       to  commencB  to  101  m  or  lay  out  any  street,  road,  passage 
be*?emov!''i      ^^  ^^^3'  Over  land  from  which  sand,  gravel  or  other  subsoil 
without  the     has  been  excavated  or  removed,  until  the  site  and  subsoil 
thH^Velt'ry      ttf   the    street,   road,   passage  or  way  has   been   properly 
t.r  I)i^t^ict       levelled  and  made  good  to  a  sufficient  depth  with  stones, 
Council.         gravel  or  other  suitable  material  to  form  a  sound  founda- 
tion, to  the  satisfaction  of  the  Vestry  or  District  Board,  to 
be  expressed  in    writing,  and  it  sliall  not    be  lawful    to 
excavate,  remove  or  take  away  any  sand,  gi'avel  or  subsoil 
from  any  land  upon   which    any  street,  road,  jiassage  or 
way  has  been  wholly  or  in  part  formed  or  laid  out,  or  upon 
which  it  is  intented  to  form  or  lay  out  any  street,  road, 
passage  or  way,  except  upon  such  conditions  as  to   the 


Subsoil 
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levelling  and  making  a  proper  foundation  for  the  same  as 
the  Vestry  of  the  parish  or  District  Board  of  the  district 
may  in  writing  impose.  Provided  that  this  section  shall 
not  apply  vrhere  no  more  sand,  gravel  or  subsoil  has  been 
or  is  intended  to  be  excavated,  removed  or  taken  away 
than  is  necessary  to  level  or  form  a  foundation  for  the 
paving,  metalling  or  flagging  of  any  street,  road,  passage 
or  way.  If  the  Vestry  or  District  Board  shall  refuse  their 
approval  in  writing,  or  shall  impose  conditions,  any  com- 
pany or  person  dissatisfied  with  such  refusal  or  with  such 
conditions  may,  within  seven  days  from  the  date  of 
receiving  notice  of  such  refusal  or  of  such  conditions, 
appeal  to  the  Council,  and  such  appeal  shall  stand  referred 
to  such  committee  of  the  Council  as  the  Council  may 
appoint,  and  such  committee  shall  have  power  to  confirm 
or  reverse  such  refusal,  or  to  vary  the  conditions  imposed, 
or  impose  such  conditions  as  they  may  think  fit,  and  their 
determination  shall  be  final,  and  such  committee  may 
order  any  costs  of  such  appeal  to  be  paid  to  or  by  the 
Vestry  or  District  Board  or  person  appealing.  Any  com- 
pany or  person  forming  or  laying  out,  or  commencing  to 
form  or  lay  out,  any  street,  road,  passage  or  way,  or 
excavating,  removing  or  taking  away  any  sand,  gravel 
or  subsoil  contrary  to  the  provisions  of  this  Act,  or  to  the 
conditions  imposed  by  the  Vestry  or  District  Board,  or  on 
appeal  by  the  Council,  shall  for  every  such  olfence  be 
liable  to  a  penalty  not  exceeding  five  pounds,  and  to  a 
further  penalty  not  exceeding  twenty  shillings  for  every 
day  after  the  first  during  which  the  ofience  is  continued, 
or  during  which  such  excavation  shall  be  permitted  to 
remain  with(jut  the  consent  in  writing  of  the  Vestry  or 
District  Board  or  on  appeal  of  the  Council. 

Provided  always  that  nothing  in  this  section  contained 
shall  apply  to  any  road,  passage  or  way  formed  or  laid 
out  or  to  be  formed  or  laid  out,  and  intended  to  bo  main- 
tained as  a  road,  passage  or  way  not  open  to  public  use. 

Provided  also  that  nothing  in  this  section  contained 
shall  prejudice  or  affect  any  existing  rights  of  the  owners 
of  property  fronting  or  abutting  on  any  street,  road, 
passage  or  way,  to  excavate  subsoil  fur  the  jmrpose  of 
forming  or  constructing  cellars,  vaults,  subway's  or 
basements  in  connection  with  buildings  erected  on  such 
property. 
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VII.  The  surveyor  of  the  Vestry  or  District  Board,  or 
other  officer  of  the  Vestry  or  Listi  ict  Board,  or  any  officer 
appointed  for  that  puipose  V)y  the  Council,  shall  take  care 
that  the  provisions  of  the  preceding  section  are  complied 
with,  and  that  any  conditions  impo.sed  by  the  Vestiy  or 
District  Board  or  the  Council  in  giving  their  consent  in 
writing  thereunder  are  observed. 

VIIT.  Except  so  far  as  relates  to  any  sewers  vested  in 
the  Council,  none  of  the  provisions  contained  in  this  Act 
shall  have  any  force  or  effect  within  the  City  of  London. 

IX.  Penalties  and  expenses  under  this  Act  may  be  sued 
for  and  recovered  either  by  the  Council,  or  by  the  Vestry 
or  District  Board  concerned,  in  the  same  manner  as  penal- 
ties under  the  Metropolis  Management  Act,  1855,  and  the 
Acts  amending  the  same. 

X.  Any  costs,  charges  and  expenses  incurred  by  the 
Council  of  and  incidental  to  the  prejiaring,  applying  for 
and  passing  of  this  Act  shall  be  paid  by  the  Council. 
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189L 

The  following  Sections  of  the  Public  Health  (London)  Act, 
1891,  54  &  65  Vicr.  c.  76,  give  provisions  as  to  the 
occupation  of  underground  rooms  as  diveUings. 

Underground  Booms. 

XCVI.  1.  Any  under  ground  room,  which  was  not  let   ProviMom 
or  occupied  se]>arately  as  a  dwelling  before  the  passing   *'c%'a'Jf„„  „f 
of  this   Act,   shall    not   be  &o  let  or  occupied   unless   it   underground 

,        ,.  ,,         .  ...  J.1      i  •     A  rooms  a8 

possesses  the  following  requisites  ;  that  is  to  say,  dweiiingt. 

(a)  unless  the  rooui  is  in  every  pnrt  thereof  at 
least  seven  feet  high  measured  from  the  floor 
to  the  ceiling,  and  has  at  least  three  feet  of  its 
height  above  the  surface  of  the  street  or  giound 
adjoining  or  nearest  to  the  room :  provided 
that  if  the  width  of  the  area  hereinafter 
mentioned  is  not  less  than  the  height  of  the 
room  from  the  flour  to  the  said  surface  of  the 
street  or  ground,  the  height  of  the  room  above 
such  surface  may  be  less  than  three  feet ;  but 
it  shall  not  in  any  case  be  less  than  one  foot, 
and  the  width  of  the  area  need  not  in  any  case 
be  more  than  six  feet ; 

(6)  unless  every  wall  of  the  room  is  constructed 
with  a  proper  damp  course,  and,  if  in  contact 
with  the  soil,  is  effectually  secured  against 
dampness  Irom  that  soil; 

(c)  unless  there  is  outside  of  and  adjoining  the 
room  and  extending  along  the  entire  frontage 
thereof  and  upwards  from  .six  inches  below  tlie 
level  of  the  floor  thereof  an  open  area  properly 
paved  at  least  four  feet  wide  in  every  part 
thereof:  provided  that  in  the  area  there  may 
be  placed  steps  necessary  f -r  access  to  the  room, 
and  over  and  across  such  area  there  may  be 
steps  necessary  for  acce&s  to  any  building  above 
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the  undergronnd  room,  if  the  steps  in  each 
case  be  so  placed  as  not  to  be  over  or  across 
any  external  window; 

(^d)  unless  the  said  area  and  the  soil  immediately 
below  the  room  are  effectually  drained  ; 

(e)  unless,  if  the  room  has  a  hollow  floor,  the  space 
beneath  it  is  sufficiently  ventilated  to  the  outer 
ail' ; 

(/)  unless  any  drain  passing  under  the  room  is 
properly  constructed  of  a  gas-tight  pipe  ; 

(^)  unless  the  loom  is  eft'ectually  secured  against 
the  rising  of  any  effluvia  or  exhalation  ; 

(Ji)  unless  there  is  a])piirtenant  to  the  room  the  use 
of  a  water-closet  and  a  proper  and  sufticient 
ash-pit ; 

(«')  unless  the  room  is  effectually  ventilated  ; 

(j)  unless  the  room  has  a  fire-place  with  a  proper 
chimney  or  fliie ; 

(7.)  unless  the  room  has  one  or  more  windows 
opening  directly  into  the  external  air  with  a 
total  area  clear  of  the  sash  frames  equal  to  at 
least  one-tenth  of  the  floor  area  of  the  room,  and 
so  constructed  that  one  half  at  least  of  each 
window  of  the  room  cai  be  opened,  and  the 
opening  in  each  case  extends  to  the  top  of  the 
window. 

2.  If  any  person  lets  or  occupies,  or  continues  to  let,  or 
knowingly  suffers  to  be  occupied,  any  undergnmiid  room 
contrary  to  this  enactment,  he  shall  be  liable  to  a  fine  not 
exceeding  twenty  shillings  for  every  day  during  which  the 
room  continues  to  be  so  let  or  occupied. 

3.  The  foregoing  provisions  shall  at  the  expiration  of 
six  months  after  the  commencement  of  this  Act  extend  to 
underground  rooms  let  or  occupied  separately  as  dwellings 
before  the  pas^ing  of  this  Act,  exce})t  that  the  sanitary 
authoiity,  either  by  general  regulations  providing  for 
classes  of  underground  rooms,  or  on  the  ajiplication  of  the 
owner  of  such  room  in  any  particular  case,  may  dispense 
with  or  modify  any  of  the  said  requisites  which  involve 
the  structural  alteration  of  the  building,  if  they  are  of 
opinion  that  they  can  properly  do  so  having  due  regard  to 
the  fitness  of  the  room  for  human  habitation,  to  the  house 
accommodation  in  the  district,  and  to  the  sanitary  condition 
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of  the  inhabitants  and  to  other  circumstances  ;  but  any 
requisite  which  was  requii  ed  before  the  passing  of  this  Act 
shall  not  be  so  dispensed  with  or  modified. 

4.  The  dispensations  and  modifications  may  be  allowed 
either  absnlutely  or  for  a  limited  time,  and  maybe  revoked 
and  vaiied  by  the  sanitary  authority,  and  shall  be  recorded 
together  with  the  reasons  in  the  minutes  of  the  sanitary 
authority. 

5.  If  the  owner  of  any  room  feels  aggrieved  by  a 
dispensation  or  modificatiou  not  being  allowed  as  regards 
that  room,  he  may  appeal  to  the  Local  Government  Board, 
and  that  Board  may  refuse  the  disf)ensation  or  modification, 
or  allow  it  wholly  or  partly,  as  if  they  were  the  sanitary 
authority.  Such  allowance  may  be  revoked  or  varied  by 
the  Board,  but  not  by  the  sanitary  authority. 

6.  Where  two  or  more  imderground  rooms  are  occupied 
together,  and  are  not  occupied  in  conjunction  with  any 
other  room  or  rooms  on  any  other  floor  of  the  same  house, 
each  of  them  shall  be  deemed  to  be  separately  occupied  as 
a  dwelling  within  the  meaning  of  this  section. 

7.  Every  underground  room  in  which  a  person  passes 
the  night  shall  be  deemed  to  be  occupied  as  a  dwelling 
within  the  meaning  of  this  section  ;  and  evidence  giving 
rise  to  a  probable  presumption  that  some  person  passes  the 
night  in  an  underground  room  shall  be  evidence,  until  the 
contrary  is  proved,  that  isuch  has  been  the  case. 

8.  Where  it  is  shown  that  any  person  uses  an  under- 
ground room  as  a  sleeping-place,  it  shall,  in  any  proceed- 
ing under  this  section,  lie  on  the  defendant  to  show  that 
the  room  is  not  separately  occn|)ied  as  a  dwelling. 

8.  For  the  purpose  of  this  section  the  expression 
"  underground  room  "  includes  any  room  of  a  house  the 
surface  of  the  floor  of  which  room  is  more  than  three  feet 
below  the  surface  of  the  footway  of  the  adjoining  street,  or 
of  the  ground  adjoining  or  nearest  to  the  room. 

XCVII.  1.  Any  officer  of  a  sanitary  authority  appointed    Enforcpmont 
or    determined   by  that  authority  for  the  purpose  shall,   ^s  t'runder'.* 
without  any  fee  or  reward,  report  to  the  sanitary  authority,   grouiKi 
at    such    times    and    in    such    manner    as    the     sanitary 
authority   may    order,   all   cases    in    which    underground 
rooms  are  occupied  contrary   to  this  Act  in  the    district 
of  such  authority. 
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2.  Any  such  officer  or  any  other  person  having  reason- 
able grounds  for  believing  that  any  underuround  room  is 
occupied  in  contiavention  of  this  Act  Tiiay  enter  and  inspect 
the  same  at  any  hour  by  day  ;  and  if  admission  is  refused 
to  any  other  person  other  than  an  officer  of  the  sanitary 
authority  the  like  warrant  may  be  granted  by  a  Justice 
under  this  Act  as  in  case  of  refusal  to  admit  any  such 
officer. 

3.  A  warrant  of  a  Justice  authorising  an  entry  into  an 
underground  room  may  autliorise  the  entry  between  any 
hours  sj^ecified  in  the  warrant. 

Provisions  XCVIII.  "Where  two  convictions  for  an  offence  relating 

in  caseof two  to  the  occupation  of  an  underground  room  as  a  dwelling 
for  unlaw-  have  taken  place  within  a  period  of  three  months  (whether 
[iiK  und^"-^^  the  person  convicttd  were  or  were  not  the  same),  a  petty 
ground  sessional  court  may  direct  tlie  closing  of  the  underground 

room.  room  fur  such,  period  as  the  court  may  deem  neces>ary,  or 

may  empower  the  sanitary  authority  of  the  district  perma- 
nently to  clo.se  the  same,  in  such  manner  as  they  think 
fit,  at  their  own  cost. 


205 


THE  FACTORY  AND  WORKSHOP  ACT, 

1891. 

54  &  55  Vict.  c.  75. 

An  Act  to  amend  the  Law  relating  to  Factories  and  Workshops. 

[5th  August,  1891.] 

VII.  1.  Every  factory  of  which  the  construction  is  com-  provision 
menced  after  the  first  day  of  Jauuaiy,  one  thousand  eight  ^s^'^^t fii< 
hundred  and  ninety-two,  and  in  which  more  than  forty 
persons  are  employed,  shall  be  furnished  with  a  cer- 
tificate from  the  sanitary  authority  of  the  district  in 
which  the  factory  is  situate,  that  the  factory  is  provided 
on  the  store3's  above  the  ground  floor  with  such  means  of 
escape  in  case  of  fire  for  the  persons  employed  therein  as 
can  reasonably  be  required  under  the  circumstance  of  each 
case,  and  a  factory  not  so  furnished  shall  be  deemed  not 
to  be  kept  in  conformity  with  the  principal  Act,  and  it 
shall  be  the  duty  of  the  sanitary  authority  to  examine 
every  such  factory,  and  on  being  satisfied  that  the  factory 
is  so  provided  to  give  such  a  certificate  as  aforesaid. 

2.  With  respect  to  all  factories  to  which  the  foregoing 
]^rovisions  of  this  section  do  not  apply,  and  in  which  more 
tlian  forty  persons  are  employed,  it  shall  be  the  duty  of 
the  sanitary  authority  of  every  district,  as  soon  as  may 
be  after  the  passing  of  this  Act,  and  afterwards  from  time 
to  time,  to  ascertain  whether  all  such  factories  within 
their  district  are  ])ruvided  with  such  means  of  escape  as 
afuresaid,  and,  in  the  case  of  any  factory  which  is  not  so 
provided,  to  serve  on  the  person  being,  within  the  meaning 
of  the  Public  Health  Act,  1875,  the  owner  of  the  factory 
a  notice  in  writing  specif >ing  the  measures  nece>saiy  for 
providing  such  means  of  escape  as  afuresaid,  and  requiring 
him  to  carry  out  the  same  before  a  specified  date,  and 
thereupon  such  owner  shall,  notwithstanding  any  agree- 
ment with  the  occupier,  have  power  to  take  such  steps 
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as  are  necessary  for  complying  with  the  requirements, 
and,  unless  such  requirements  are  so  complied  with,  such 
owner  shall  be  liable  to  a  fine  not  exceeding  one  pound 
for  every  day  that  such  non-compliance  continues.  In 
case  of  a  difference  of  opinion  between  the  owner  of  the 
factory  and  the  sanitary  authority,  the  ditference  shall,  on 
the  appliratidn  of  either  party,  be  referred  to  arbitration, 
and  tliereupon  the  provisions  of  the  First  Schedule  to 
this  Act  shall  have  effect,  except  that  the  parties  to  the 
arl)itration  shall  be  the  sanitary  authority  on  the  one 
hand  and  the  owner  on  the  other,  and  the  award  on  the 
arbitration  shall  be  binding  on  the  parties  thereto.  If 
the  owner  alleges  that  the  occupier  of  the  factory  ought 
to  bear  or  contribute  to  the  expenses  of  compdying  with 
the  requirement,  he  may  apjily  to  the  county  court  having 
jurisdiction  where  the  factory  is  situate,  and  thereupon 
the  county  court,  after  hearing  the  occupier,  niay  make 
such  order  as  appears  to  the  court  ju.st  and  equitable 
under  all  the  circumstances  of  the  case. 

3.  All  the  exjienses  incurred  by  a  sanitary  authority  in 
the  execution  of  this  section  shall  be  defrayed — 

(o)  in  the  case  of  an  authority  of  an  urban  district, 
as  ])art  of  their  expenses  of  the  general  exe- 
cution of  the  Public  Health  Act,  1875;  and 

(b)  in  the  case  of  an  authority  of  a  rural  distiict,  as 
special  expenf«es  incurred  in  the  execution  of 
the  Public  Health  Act,  1875 ;  and  such  ex- 
penses shall  be  charged  to  the  contributory 
place  in  which  the  factory  is  situate. 

4.  In  the  application  of  this  section  to  the  administrative 
County  of  London  the  London  Coiinty  Council  shall  take 
the  jdace  of  the  sanitary  authority,  and  their  expenses  in 
the  execution  of  this  section  shall  be  defrayed  as  part  of 
thtir  expenses  in  the  management  of  the  IMetropolitan 
Building  Act,  1855,  and  the  Acts  amending  the  same. 
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BYELAWS  MADE  BY  THE  COUNCIL  UNDER  SEC.  16  OF 
THE  METROPOLIS  MANAGEMENT  AND  BUILDINGS 
ACTS  AMENDMENT  ACT,  1878. 

I.  The  heretofore  subsisting  byelaws  made  by  the  Metro- 
politau  Board  uf  Works  on  the  3rd  of  October  1879,  and 
the  22nd  of  January  1886,  and  confirmed  by  the  Secre- 
tary of  State  for  the  Home  Department  on  the  6th  of 
October  1879,  and  the  2ord  of  June  1886,  are  hereby 
repealed,  and  in  lieu  thereof  the  following  are  made  : — 

II.  No  house,  building  or  other  erection  shall  be  erected   Foundations 
upon   any  site  or  portion  of  any  site  which   shall  have   buiidi'ngs.'' 
been  filled  up  or  covered  with  uny  material  imprei:nated 

or  mixed  with  any  fajcal,  animal  or  vegetable  matter,  or 
which  shall  have  been  filled  up  or  covered  with  dust,  or 
slop,  or  other  refuse,  or  in  or  upon  which  any  such  matter 
or  refuse  shall  have  been  deposited,  unless  and  until  such 
matter  or  refuse  shall  have  been  properly  removed,  by 
excavation  or  othervv^ise,  from  such  site.  Any  holes  caused 
by  such  excavation  must,  if  not  used  for  a  basement  or 
cellar,  be  filled  in  with  hard  brick  or  dr}''  rubbish,  or 
concrete  or  other  suitable  material  to  be  approved  by  the 
District  Surveyor. 

The  site  of  every  house  or  building  shall  be  covered 
with  a  layer  of  good  concrete,  at  least  6  inches  thick,  and 
smoothed  on  the  upper  surface. 

The  foundations  of  the  walls  of  every  house  or  building 
shall  be  formed  of  a  bed  of  good  concrete,  not  less  than 
9  inches  thick,  and  projecting  at  least  4  inches  on  each 
side  of  the  lowest  course  of  footings  of  such  walls.  If 
the  site  be  ujjon  a  natural  bed  of  gravel,  concrete  may 
be  omitted  from  the  foundations  of  the  walls,  with  the 
a2)proval  of  the  District  Surveyor. 
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The  concrete  must  be  composed  of  clean  gravel,  broken 
hard  brick,  properly'  burnt  ballast,  or  other  hard  material 
to  be  approved  by  the  District  Surveyor,  well  mixed  with 
freshly  burnt  lime  or  cement  in  the  proportions  of  one 
of  lime  to  six,  and  one  of  cement  to  eight  of  the  otlier 
material. 

iifRiipiiun  ]  ji_  The  external  walls  of  every  house,  building  or  other 

fthe  "  erection  shall,  except  in  the  case  of  concrete  buildings, 
ubstai.os  ]jQ  constructed  of  good,  hard,  sound,  well-burnt  bricks, 
or  stone. 

Similar  bricks  shall  be  used  in  the  portions  of  party  and 
cross-walls  below  the  surface  or  l"vel  of  the  ground,  and 
above  the  roof,  including  the  chimney  stacks.  Cutters 
or  malms  may  be  used  in  arches  over  recesses  and  openings 
in,  or  for  facings  of,  external  walls. 

Stone  used  for  the  construction  of  walls  must  be  free 
from  vents,  cracks  and  sand-holes,  and  be  laid  on  its 
natural  bed. 

All  brick  and  stone  work  shall  be  put  together  with 
good  mortar  or  good  cement. 

The  mortar  to  be  used  must  be  composed  of  freshly 
burned  lime  and  clean  sharp  sand  or  grir,  without  earthy 
matter,  in  the  proportions  of  one  of  lime  to  three  of  sand 
or  grit. 

The  cement  to  be  used  must  be  Portland  cement,  or 
other  cement  of  equal  quality,  to  be  approved  by  the 
iJistrict  Surveyor,  mixed  with  clean  sharp  sand  or  grit  in 
jjroportions  of  one  of  cement  to  four  of  sand  or  grit. 

Burnt  ballast  or  broken  brick  may  be  substituted  for 
sand  or  grit,  provided  such  material  be  proj^erly  mixed 
with  lime  in  a  mortar  mill. 

Every  wall  of  a  house  or  building  shall  have  a  damp 
course  composed  of  materials  impervious  to  moisture,  to  be 
approved  hj  the  District  Surveyor,  extending  throughout 
its  whole  thickness  at  the  level  of  not  less  than  6  inches 
below  the  level  of  the  lowest  floor.  Every  external  wall 
or  inclosing  wall  of  habitable  rooms  or  their  appur- 
tenances or  cellars  which  abuts  against  the  earth  shall 
be  protected  by  materials  im^iervious  to  moisture  to  the 
satisfaction  of  the  District  Surveyor. 

The  top  of  every  party-wall  and  parapet-wall  shall  be 
finished  with  one  couise  of  hard,  well -burnt  bricks  set  on 
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edge  in  cement,  or  by  a  coping  of  an}'  other  waterproof 
and  fire-resisting  material,  properly  secured. 

Whenever  concrete  is  used  in  the  construction  of  walls, 
the  concrete  shall  be  composed  of  Portland  cement  and. 
of  clean  Thames  or  pit  ballast,  or  gravel,  or  broken 
brick  or  stone,  or  furnace  clinkers,  with  clean  sand  in 
the  following  proportions,  viz.  one  part  of  Portland 
cement,  two  parts  of  clean  sand,  and  three  parts  of  the 
coaise  material,  which  is  to  be  broken  up  sufficiently 
small  to  pass  through  a  2-inch  ring. 

The  proportions  of  the  materials  to  be  strictly  observed, 
and  to  be  ascertained  by  careful  admeasurement ;  and 
the  mixing  either  by  machine  or  hand  to  be  most  carefully 
done  with  clean  water,  and,  if  mixed  by  hand,  the  material 
to  be  turned  over  dry  before  the  water  is  added. 

The  walls  to  be  carried  up  regularly  and  in  parallel 
frames  of  equal  height,  and  the  surface  of  the  concrete 
filled  in  the  frame  to  be  left  rough  and  uneven  to  form 
a  key  for  the  next  frame  of  concrete. 

The  thicknesses  of  concrete  walls  to  be  eqiial  at  the 
least  to  the  thicknesses  for  walls  to  be  constructed  of 
brickwork  prescribed  by  the  12th  section  of  the  Metro- 
politan Building  Act,  1855,  and  the  first  schedule  referred 
to  therein. 

Such  portions  of  concrete  party-walls  and  chimney 
stacks  as  are  carried  above  the  roofs  of  buildings  to  be 
rendered  externally  with  Portland  cement, 

IV.  It  shall  be  the  duty  of  each  Distiict  Surveyor,  on  Duties  of 
receiving  notice  of  the  commencement  of  any  house, 
building  or  other  erection,  or  of  any  alteration  or  addi- 
tion, or  on  his  becoming  aware  that  any  house,  building 
or  other  erection,  or  any  alteration  or  addition,  is  being 
proceeded  with,  to  see  that  the  provisions  of  the  fore- 
going byelaws  arc  dulj^  observed  (except  in  case&  whero 
the  London  County  Council  may  have  dispensed  with  the 
observance  thereof),  and  to  see  that  the  terms  and  con- 
ditions upon  which  any  dispensation  may  have  been 
granted  are  complied  with. 

Y.  The  District  Surveyor  shall,  in  respect  of  the  erec-  Feest..i>.; 
tion  of  any  house  or  other  building,  be  entitled  to  receive   'rictsur-'^ 
the  sum  of  five  shillings,  the  same  to  be  taken  and  deemed   veyors. 
to  be  a  fee  due  to  such  District  Surveyor  in  respect  of  the 

1' 
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duties  imposed  u-pon  Lim  by  the  Metropolis  Management 
and  Building  Acts  Amendment  Act,  1878,  and  these  bj-e- 
laws ;  such  fees  to  be  paj'able  in  tlje  manner  and  at  the 
time  prescribed  by  section  51  of  the  Metropolitan  Building 
Act,  1855.  The  District  Surve}or  shall  also,  in  every  case 
■svhere,  in  respect  of  any  breach  of  these  byelaws,  or  of  the 
above  Act  of  Parliament,  an  application  shall  have  been 
made  by  him  to  a  Justice,  and  an  order  made  thereon,  be 
in  like  manner  entitled  to  receive  the  sum  of  ten  shilllings 
in  addition  to  the  before-mentioned  fee  of  five  shillings. 

There  shall  be  paid  to  the  District  Surveyor,  in  respect 
of  his  supervision  of  any  building  constructed  wholly  or 
in  part  with  concrete  walls,  a  fee  one-half  more  in  amount 
than  the  fee  to  which  he  would  be  entitled  xmder  the 
Metropolitan  Buikling  Act,  1855,  for  a  new  building  or 
addition.  No  additional  fee  is,  however,  to  be  charged  in 
respect  of  any  alteration  to  a  concrete  building. 

nepositof  YI.  On  notice  being  given  to  a  District  Surveyor  of  the 

sections.  intended  erection,  re-erection,  alteration  of,  or  addition  to 
a  public  building  or  a  building  to  which  section  56  of  the 
Metropolitan  Building  Act,  1855,  applies,  it  shall  be  the 
duty  of  the  pert^ou  giving  such  notice  to  deposit  plans  and 
sections  of  such  erection,  re-erection,  alteration  or  addition 
with  the  District  Surveyor.  Such  plans  and  sections  shall 
be  of  sufficient  detail  to  show  the  construction. 

On  notice  being  given  to  the  District  Surveyor  of  the 
int'  nded  ei  eetion  or  alteration  of  or  addition  to  any  house, 
building  or  other  election,  other  than  a  public  building, 
or  one  to  which  section  56  of  the  Metropolitan  Building 
Act,  1855,  applies,  the  District  Surveyor  may,  if  he  think 
fit  so  to  do,  by  notice  in  wiiting,  require  the  person  giving 
such  notice  to  produce  a  plan  or  plans  and  sections  of  any 
such  house,  building  or  other  erection,  or  of  the  intended 
alterations  oi'  additions  thereto,  for  his  inspection. 

rciiaitus  V  JI.  In  case  of  any  breach  of  any  of  the  provisions  con- 

sation.  tained  in  these  byelaws,  the  oflender  sliall  be  liable  for 

each  breach  to  a  penalty  not  exceeding  five  ])0unds,  and 
in  each  case  of  a  continuing  off'ence,  to  a  further  penalty 
not  exceeding  forty  shillings  for  each  flay  alter  notice  of 
such  ofience  from  the  London  County  Council  or  Di>tiict 
Surveyor. 

In  any   case  in  which  the  Council  think  it  expedient 
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tliey  may  dispense  with  the  observance  of  any  of  the  fore- 
going byelaws,  or  any  part  thereof,  upon  such  terms  and 
conditions  as  they  ma}'  think  proper,  and  in  case  of  the 
non-observance  of  any  terms  and  conditions  upon  which 
the  Council  may  have  dispensed  with  the  observance  of 
any  of  the  foregoing  byelaws,  then  such  proceedings  may 
be  taken,  and  such  liabilities  shall  be  incurred,  as  if  the 
same  had  been  enacted  by  such  byelaws. 

The  Seal  of  the  London  County  Council 

was  hereto  affixed  on  the  13th  day  of       (L.  S.) 
October,  1891. 

H.  De  la  Hooke, 

Clerh  of  Council. 

I  hereby  confirm  the  foregoing  Byelaws. 

Henry  Matthews, 
One  of  Her  Majesty's  principal  Secretaries  of  State. 

Whitehall, 

19fA  October,  1891. 
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BYELAWS  MADE  BY  THE  COUNCIL  UNDER  SEC.  31 
OF  THE  LONDON  COUNCIL  (GENERAL  POWERS) 
ACT,    1S90. 

1  Inscription  L  All  laths  used  for    plastering   shall   be  sound  laths 

ilf  thTsub-^  free  from  sap,  but  iron  or  other  incombustible^  laths,  wire 
fiances  of  nettinc  or  other  suitable  material  to  the  satisfaction  of 
plastering  is    the  District  Surveyor  may  be  used. 

to  be  made.  Plastcrino-  or  coarse  stuff  shall  be  composed  of  lime  and 
sand  in  the  proportion  of  1  of  lime  to  3  of  sand,  mixed 
with  water  and  hair,  but  Portland  cement,  Keene's  cement, 
Parian  cement,  Martin's  cement.  Selenitic  cement,  or  other 
approved  cement  or  plaster  of  Paris,  may  also  be  used  for 
plastering. 

The  lime  to  be  used  must  be  freshly  burned  lime. 
The  Simd  to  be  used  must  be  clean,  sharp  sand,  free  from 
loam  or  earthy  matter. 

The  hair  to  be  used  must  be  good  and  sound,  and  fiee 
from  grease  or  dirt ;  1  lb.  of  hair  to  be  used  to  every 
3  cubic  feet  of  coarse  stuff.  Fibrous  material  to  the 
satisfaction  of  the  District  Surveyor  may  be  used  instead 
of  hair,  and  ground  brick  or  furnace  slag  to  the  satisfaction 
of  the  Di.^trict  Surveyor  may  be  used  instead  of  sand. 

The  setting  coat  shall  be  composed  of  lime  or  cement 
mixed  with  clean  washed  sand,  or  of  cement  only. 

Clear  water  only  is  to  be  used  in  mixing  the  material. 
The  Portland  cement  to  be  used  must  weigh  not  less 
than  90  lbs.  to  the  imperial  bushel. 

Fibrous  slab  or  other  slab  plastering  of  sufficient 
thickness  and  securely  fixed,  may  be  used  on  ceilings, 
jiartitions  and  walls  to  the  satisfaction  of  the  District 
Surveyor. 

u,  the  II.  Any  excavation  made  within  a  line  drawn  outside 

the  site  of  a  house,  building,  or  other  erection,  and  at  an 
uniform  distance  therefrom  of  3  feet,  shall  not  be  filled  up 


ii!i)ilc  in 
tt  hicli  and 
111''  ni.itorial 
■ttitll 


.  ,^^1"-^,     Otherwise  than  with  the  natural  soil  or  with  brick  or  dry 


tiuii  omside     rubbish  or  other  suitable  material  to  be  approved  Ijy  the 
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Putie^  of 

District 

Survevors. 


Fees  to  be 
paid  to 
District  Sur- 
veyors. 


District  Surveyor,  not  consisting  of,  nor  impi'egnatcd  or  tiiosiieofa 

mixed  with  any  faecal,  animal  or   vegetable  matter,   or  ^'""^J'fifiJj 

Avith  dust  or  slop  or  other  refuse,  and  shall  be  properly  up. 
rammed. 

III.  It  shall  be  the  dutj^  of  each  District  Surveyor 
on  receiving  notice  of  the  commencement  of  any  house, 
building  or  other  erection,  or  on  his  becoming  aware  that 
any  house,  building  or  other  erection  is  being  proceeded 
with,  or  that  any  excavation  is  being  made  within  a 
line  drawn  outside  the  site  of  a  house,  building  or  other 
erection,  and  within  3  feet  therefrom,  to  see  that  the 
plastering  is  of  the  description  and  quality  prescribed 
by,  and  that  any  excavation  be  filled  up  with  the  material 
and  in  the  manner  specified  in  the  foregoing  byelaws. 

IV.  There  shall  be  paid  to  the  District  Surveyor  in 
respect  of  his  supervision  of  the  plastering  of  any  house, 
building  or  other  erection,  and  in  respect  of  the  filling 
in  of  any  excavation  made  outside  the  site  of  any 
house,  building  or  other  erection,  and  within  a  distance 
of  3  feet  therefrom,  an  inclusive  fee  of  five  shillings,  such 
fee  to  be  payable  in  the  manner  and  at  the  time  specified 
in  Section  51  of  the  Metropolitan  Building  Act,  1855. 

V.  In  case  of  any  breach  of  the  provisions  contained  in   Penalties. 
these  byelaAVS,  the  offender  shall  be  liable  for  each  offence 

to  a  penalty  not  exceeding  five  pounds,  and,  in  each  case 
of  a  continuing  offence,  to  a  further  penalty  not  exceeding- 
forty  shillings  for  each  day  after  notice  of  such  offence 
from  the  London  County  Council  or  the  District  Surveyor. 

The  Seal  of  the  London  County  Council 

was  hereto  affixed  on  the  13th  day  of       (L.  S.) 
October,  1891. 

M.  De  la  Hooke, 

Clerh  of  the  Council. 

I  hereby  confirm  the  foregoing  Byelaws. 

Henry  Matthews, 
One  of  Her  Majesty  8  principal  Secretaries  of  State. 

AVhitehall, 

IMi  October,  1891. 
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The  Metropolis  Management  and  Building  Acts 
Amendment  Act,  1878. 


Limits  of 
regulations 


Interpreta- 
tion of 
"  such  pre- 
mises." 


REGULATIONS  MADE  BY  THE  COUNCIL  OX  THE 
9th  or  FEBRUARY,  1892,  AVITH  RESPECT  TO  THE 
REQUIREMENTS  FOR  THE  PROTECTION  FROM  FIRE 
OF  THEATRES,  HOUSES,  ROOMS  AND  OTHER 
PLACES  OF  PUBLIC  RESORT  WITHIN  THE  AD- 
MINISTRATIVE COUNTY   OF   LONDON. 

These  regulations  shall,  unless  otherwise  specified, 
apply  to  all  theatres,  houses,  rooms  or  other  places  of 
public  resort  within  the  Administrative  County  of 
London,  to  be  kept  open  for  the  public  performance 
of  stage  plays,  and  to  all  houses,  rooms  or  other  places 
of  public  resort  withiu  the  said  County,  to  be  kept  open 
for  public  dancing,  music  or  other  public  entertainment 
of  the  like  kind,  under  the  authority  of  letters  patent 
from  Her  Majesty  the  Queen,  her  heirs  or  successors, 
or  of  Licenses  by  the  Lord  Chamberlain  of  Her  Majesty's 
Household,  or  by  the  London  County  Council,  other  than 
letters  patent,  or  licenses  which  may  have  been  granted 
for  the  first  time  before  the  passing  of  the  above-mentioned 
Act. 

In  these  regulations  the  expression  "such  premi-es" 
means  a  theatre,  house,  room  or  other  place  of  public 
resort  to  be  kept  open  for  any  of  the  purposes  afoi^esaid. 

Part  I. — Structural. 

I.  Every  person  who  for  the  first  time  after  the 
making  of  these  regulations  shall  be  desirous  of  obtaining 
authority  to  open  any  such  premises  within  the  said 
County,  shall  first  make  an  application  in  writing  to  the 
Clerk  of  the  Council  for  a  certiticate  under  the  above  Act. 

Sucli  application  shall  contain  a  statement  as  to  the 
nature  and  extent  of  the  interest  of  such  person  in  such 
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premises,  and  the  character  of  the  entertainment  for 
which  snch  premises  are  proposed  to  be  used,  and  be 
accompanied  by  complete  plans,  elevations  and  sections, 
drawn  on  tracing  linen,  to  a  scale  of  one-eighth  of  an 
inch  to  a  foot ;  and  by  a  block  jjlan  showing  the  position 
of  such  premises  in  relation  to  any  adjacent  premises, 
and  to  the  public  thoroughfares  up  in  which  the  site 
of  such  premises  abuts,  drawn  to  a  scale  of  not  le^s  than 
one-twentieth  of  an  inch  to  a  foot. 

Such  diawings  shall  be  coloured  to  distinguish  the 
materials  employed  in  the  construction  of  the  building  ; 
the  width  of  all  staircases,  corridors,  gangways  and 
doorways,  together  with  the  heights  of  the  tiers  and 
other  parts  of  the  building. 

The  thicknesses  of  the  walls,  and  scantlings  of  the 
various  materials,  shall  be  clearly  shown  by  figured 
dimensions ;  and  the  cardinal  points  shall  be  marked  upon 
each  plan. 

Such  drawings  shall  be  accompanied  by  a  specification 
of  the  works  to  be  executed,  describing  the  materials  to 
be  employed  and  the  mode  of  construction  to  be  adopted, 
together  with  such  otlier  particulars  as  may  be  necessary 
to  enable  the  Council  to  judge  whether  the  requirements 
of  these  regulations  will,  when  such  premises  have  been 
completed,  have  been  complied  with. 

Such  drawings  shall  also  show  the  respective  numbers 
of  persons  to  be  accommodated  in  the  various  parts  of 
such  premises,  and  the  area  to  be  assigned  to  each  person, 
which  shall  not  be  less  than  1  foot  8  inches  by  1  foot 
6  inches  in  the  gallery,  and  not  less  than  2  feet  4  inches 
by  1  foot  8  inches  in  other  parts  of  such  premises. 

Such  drawings  and  specification  to  be  deposited  with 
the  Council.  A  duplicate  copy  of  approved  drawings 
and  specifications  shall  be  signed  by  the  Chairman  of 
the  Committee  and  returned  to  the  applicants. 

II.  One-half  at  least  of  the  total  length  of  the 
boundaries  of  the  site  of  any  such  premises  which  consist  site. 
of  an  entire  building,  and  in  case  of  a  room  or  other 
such  premises  not  consisting  of  an  entire  building,  one- 
half  at  least  of  the  total  length  of  the  boundaries  of  the 
site  of  the  building  of  which  such  room  or  other  such 
premises  form  part,  shall  abut  upon  public  thoroughfares, 
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of  which  one  thoronjj;hfaie  at  least  shall  be  not  less  than 
40  feet  wide,  and  of  the  remainder  none  shall  be  less 
than  30  feet  wide  if  a  carriage  way,  or  20  feet  wide  if 
a  footway. 

If,  in  compliance  Avith  Regulation  No.  10,  an  addit'onal 
passage  or  way  should  be  necessary,  it  may  be  provided 
by  means  of  a  private  passage  or  ^va3^ 

Snch  passage  or  way  shall  not  be  less  than  10  feet  in 
width,  and  under  the  complete  control  of  the  owner  of 
such  premises,  and  no  doors,  windows  or  other  openings 
of  the  adjoining  premises  shall  communicate  therewith, 
or  overlook  any  portion  of  such  passage  or  way. 

Wiiijows  III-  No  such  premises  shall  be  erected  upon  a  site  within 

n-oriouking     20  fcct  of  any  wiudows  or  other  openings  belonging  to 
any  other  premises  overlooking  the  site. 

IV.  All  such  premises  shall  be  enclosed  with  proper 
external  or  party  walls  of  brick  or  stone. 

The  thickness  of  such  walls  shall  not  be  less  than  the 
thickricss  prescribed  by  the  Metropolitan  Building  Act, 
1855,  fur  walls  of  similar  height  and  length  in  buildings 
of  the  warehouse  class. 


site. 


rodms. 


DressiiiK-  V.  Drcssiug-rooms  shall  be  arranged  in  a  separate  block 

of  buildings,  or  divided  from  the  place  of  public  resort  by 
party  walls,  with  only  such  means  of  communication 
therewith  as  may  be  aj)proved  by  the  Council. 

All  such  dressing-rooms  shall  be  constructed  of  fire- 
resisting  materials,  and  connected  with  an  independent 
exit  leading  directly  into  a  thoroughfare  or  way. 

All  such  dressing-rooms  shall  be  ventilated  to  the  outer 
air  by  windows  in  the  external  walls. 

The  walls  of  all  such  dressing-rooms  shall  be  hung, 
for  decorative  piirposes,  only  with  materials  completely 
adhering  to  the  surface  of  such  walls. 

No  such  di  essing-rooms  shall  be  situated  more  than 
one  storey  below  the  street  levrl. 

Sufficient  and  separate  water-closet  and  urinal  accom- 
modation, properly  ventilated  to  the  outer  air,  shall  be 
provided  for  the  utsc  of  the  male  and  female  artistes. 

VI.  No  tlieatre  shall  be   constructed  underneath,  or  on 
my         the  top  of,  any  part  of  any  other  building. 
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Nil.  No  sucli  premises  shall  have  more  than  three  tiers    Number  of 
or  horizontal  divisions,  including  the  gallery,  above  the   '"^''^°' 
level  of  the  pit. 

AVhere  the  front  seats  of  the  gallery  are  separated 
from  the  gallery  by  a  partition,  such  seats  shall  not 
count  as  a  separate  tier. 

VIII.  When  the  first  tier  or  balcony  extends  over  the   Height  of 
pit,  stalls  or  area,  the  height  between  the  floor  of  the  pit  ^'^'^^' 
and  the  first   tier   shall  not  be   at   any   part   less    than 

10  feet,  and  the  height  between  the  floor  of  the  highest 
part  of  the  gallery  and  tlie  lowest  part  of  the  ceiling 
over  the  same  shall  not  be  less  than  12  feet. 

IX.  In  all  such  premises  the  floor  of  the  highest  part  of  i"'ioor  of 
the  pit,  or  of  the  stalls  where  there  is  no  pit,  shall  not  P''" 

be  more  than  6  inches  above  the  level  of  the  street 
adjoining  the  principal  entrance  to  the  pit,  and  the  lowest 
part  of  the  floor  of  the  pit  or  stalls  shall  not  be  more  than 
15  feet  below  such  level. 

X.  Two  s^iparate  exits,  not  leading  into  the  same  Entrances 
thoroughfare  or  way,  shall  be  provided  to  every  tier  '^■^'^ '^^'t^- 
or  flour  of  such  premises. 

If  any  tier  or  floor  shall  be  divided  into  two  parts, 
two  separate  exits,  not  leading  into  the  same  thorough- 
fare or  way,  shall  bo  provided  to  each  of  such  parts. 

Such  exits  shall  be  arranged  so  as  to  aifoid  a  ready 
means  of  egress  from  both  sides  of  each  tier  or  floor,  and 
shall  lead  directly  into  a  thoroughfare  or  way. 

XI.  Where    vestibules   are   provided,    not   more   than   Vestibules. 
three  tiers  or  floors  (or  where  such   tiers  or   floors  are 
divided  \uto  two  or  more  parts,   such  parts  of  tiers  or 
floors)  shall  communicate  with  one  vestibule. 

The  width  of  each  vestibule  shall  be  at  least  one- 
third  greater  than  the  united  width  of  all  the  doorways 
or  ])assages  that  lead  thereto. 

The  united  widths  of  all  Ihc  doorways  or  passages 
that  lead  from  a  vestibule  towards  a  thoronghfare  or 
way,  shall  be  at  least  of  the  same  width  as  such  vestibule. 

Not  more  than  one  exit  from  each  sejiarate  part  of  a  tier 
or  floor  shall  be  used  as  an  entrance. 

XII.  In  all  such  premises  where  a  stage   with  a  prci-    i'ro<cciiinm 
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scenium  shall  l)e  erected,  such  static  shall  be  separated 
from  the  auditorium  by  a  brick  proscenium  wall  not 
less  than  13  inches  in  thickness,  and  such  wall  shall 
be  carried  up  the  full  thickness  to  a  height  of  at  least 
3  feet  above  the  roof,  such  height  being  measured  at 
right  angles  to  the  slope  of  the  roof,  and  shall  be  carried 
down  below  the  stage  to  a  solid  foundation. 

Not  more  than  three  openings  shall  be  formed  in  the 
proscenium  wall,  exclusive  of  the  proscenium  opening. 

Ko  such  opening  shall  exceed  3  feet  in  width  and 
6  feet  G  inches  in  height,  and  each  of  sucli  ojienings  shall 
be  closed  by  a  wrought-iron  door  not  less  than  one-fourth 
of  an  inch  in  thickness  in  the  panel,  hung  in  a  wrought- 
iron  frame  so  as  to  close  of  itself  without  a  spring. 

No  openings  formed  in  the  proscenium  wall  shall  at 
the  lowest  part  be  at  a  higher  level  than  the  floor  of  the 
stage. 

Ail  the  decorations  around  the  proscenium  shall  be 
constructed  of  fire-resisting  materials. 

XIII.  The  proscenium  opening  shall  be  provided  with  a 
fire-resisting  screen  to  be  used  as  a  drop  curtain,  of  such 
pattern,  construction  and  gearing,  and  with  such  arrange- 
ments for  pouring  water  upon  the  surface  of  the  screen 
whicli  is  towards  the  stage  as  may  be  approved  by  the 
Council. 

XIV.  The  height  of  the  wall  plate  carrying  the  rafters 
of  the  roof  over  the  stage  shall  not  be  less  than  twice 
the  height  of  the  proscenium  opening,  such  height  being 
measured  from  the  level  of  the  stage  at  the  curtain  line. 

An  opening  shall  be  formed  in  the  roof  near  the  back 
of  the  stage,  of  a  sn2ierficial  area  at  the  base  of  at  least  one- 
tenth  of  the  superticial  area  of  the  stage.  Such  opening 
shall  be  covered  with  a  lantern  light,  glazed  on  the  top 
and  sides,  and  be  fitted  with  suitable  exhaust  cowls. 

XV.  Every  staircase,  landing,  lobby,  corridor  or  passage 
intended  for  the  use  of  not  more  than  400  persons  of  the 
audience,  shall  be  formed  of  fire-resisting  materials,  and 
shall  not  be  less  than  4  feet  G  inches  wide ;  but  if  com- 
municating with  any  portion  of  the  house  intended  for 
the  accommodation  of  a  larger  number  of  the  audience 
than   400   persons,   it   shall    be   increased    in   width   by 
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G  inches  for  eveiy  additional  100  persons  until  a  maxi- 
mum width  of  9  feet  be  obtained. 

XVI.  Every  staircase  for  the  use  of  the  audience  shall   staircases. 
have  solid  square  (as  distinguished  from  spandril)  steps 

of  York  or  other  stone  or  fire-resting  materials,  to  be 
approved  by  the  Council,  with  treads  not  less  than 
11  inches  wide  and  with  risers  not  more  than  6  inches 
high,  without  winders,  in  flights  of  not  more  than  12  or 
less  than  3  steps  each. 

The  treads  of  each  flight  of  steps  shall  be  of  uniform 
width,  and  be  pinned  into  brick  walls  at  both  ends. 

The  several  flights  of  such  steps  shall  be  supported  and 
enclosed  upon  all  sides  by  brick  walls  not  less  than  9  inches 
thick,  to  be  carried  down  to  the  level  of  the  footings. 

No  staircase  shiU  have  more  than  two  flights  of  twelve 
steps  each  without  a  turn. 

All  landings  shall  be  6  inches  thick,  be  square  upon 
plan,  and  have  brick  arches  9  inches  deep  turned  under 
them  in  the  miiidle  of  such  landings. 

Every  staircase  shall  have  a  roof  of  fire-resisting 
materials  to  be  approved  by  the  Council. 

A  continuous  handrail  shall  be  fixed  on  both  sides  of 
all  steps  and  landings,  supported  by  strong  metal  brackets 
built  into  the  wall. 

Such  handrails  shall  be  chased  into  the  walls  where 
tlie  thickness  of  the  walls  will  permit,  but  in  all  cases 
where  the  flights  of  steps  return,  the  newel  wall  shall  be 
chased  so  as  to  allow  the  handrail  to  turn  without  pro- 
jecting on  the  landing. 

XVII.  A  clear  passage  or  gangway  not  less  than  3  feet   Gangways, 
wide  shall  be  formed  at  the  sides  and  in  the  rear  of  the 
seating  in  every  part  of  such  premises. 

Such  passages  or  gangways  shall  at  all  times  be  kept 
entirely  free  from  chairs,  flap  seats  or  other  obstructions, 
whether  permanent  or  temporary. 

XVIII.  All   constructional  ironwork  in  such  promises    ironwork, 
shall  be  embedded  in  fire-resisting  materials  in  a  manner 

to  be  approved  by  the  Council. 

XTX.  All  workshops,  store-rooms,  wardrobe  or  painting    AVorkshops. 
rooms  in  connection  with  such  premises,  shall  be  separated    ^  '" 
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from  sucli  premises  l>y  brick  walls  not  less  than  9  inclies 
thick. 

All  openings  in  sticli  Avails  shall  he  closed  with  self- 
closing  wrought-iron  doors,  hung  in  a  wronght-iron  frame. 

All  such  doors,  if  consisting  of  a  single  fold,  shall  be 
made  to  overlap,  when  closed,  the  door  frame  at  least 
3  inches  ;  and,  if  made  in  two  folds,  such  folds  shall  over- 
lap each  other  when  cLised,  at  least  3  inches  on  each  side. 

All  floors  and  ceilings  of  such  rooms  shall  be  formed 
of  fire-resisting  materials. 

All  such  rooms  shall  be  ventilated  by  windows  in  the 
outer  walls. 

XX.  All  limelight  tanks,  boilers  with  engines,  and 
dynamos  with  engines,  shall  be  each  placed  in  a  venti- 
lating chamber  or  building  of  fireproof  construc;tion. 

Such  chambeis  or  buildings  shall  be  separated  from 
such  premises,  and  from  each  other,  by  brick  walls  and 
fireproof  floors  without  openings,  and  shall  be  enclosed 
Tipon  one  or  more  sides  by  external  walls. 

XXI.  All  scene  docks  or  stores,  and  property  rooms  in 
connection  with  such  premises  shall  be  enclosed  by  brick 
walls  not  less  than  9  inches  thick,  and  shall  have  floors 
and  ceilings  of  fire-resisting  materials. 

All  openings  from  such  docks,  stores  or  rooms  to  such 
premises  shall  be  closed  by  self-closing  wrought-iron 
doors,  hung  in  wrought-iron  frames. 

All  such  doors,  if  consisting  of  a  single  fold,  shall  be 
made  to  overlap,  when  closed,  the  door  frame  at  least 
3  inches;  and,  if  made  in  two  folds,  si;ch  folds  shall 
overlap  each  other,  when  closed,  at  least  3  inches  on 
each  side. 

XXII.  Xo  enclosure  shall  be  allowed  in  any  such  premises 
where  the  public  can  assemble  for  any  other  purpcjse  than 
to  view  the  jierformance,  except  so  far  as  the  Council  shall 
consider  necessary  for  the  provision  of  refi'eshinent  bars, 
or  in  the  case  of  a  theatre  for  the  provision  of  a  foyer. 

XXIII.  All  skylights,  and  the  sloping  sides  of  lantern 
lights,  shall  be  }irotected  by  galvanised  iron-wire  guards, 
securely  fixed  on  tlie  outside  of  such  skylights  or  lantern 
lights. 
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XXIV.  All  sucb.  premises  when  lighted  b}'-  gas  shall  have  G;is. 
separate  and  distinct  gas  services  and  meters  as  follows: — 

(a)  To  the  stage  ; 

(b)  To  the  auditorium  ; 

(c)  To  the  staircases,  corridors  and  exits. 

Such  meters  shall  be  placed  in  properly  ventilated 
chambers  of  fireproof  construction. 

All  gas  brackets  shall  be  fixed  without  joints ;  and 
all  burners  within  reach  of  the  audience  shall  be  fitted 
with  secret  taps,  and  be  efficiently  protected  by  glass 
or  wire  globes. 

All  gas  burners  within  3  feet  of  the  ceiling  shall  have 
hanging  shades  of  uninflammable  material  to  distribute 
the  heat. 

All  gas  pipes  shall  be  made  of  iron  or  brass. 

"Where  there  is  a  stage  or  wings  with  scenery,  the  foot- 
lights or  floats  shall  be  protected  by  fixed  iron-wire  guards, 
and  the  burners  shall  be  provided  with  glass  chimneys. 

The  rows  and  lines,  and  gas  burners  in  the  wings 
(which  must  commence  4  feet  at  least  from  the  level  of 
the  stage)  shall  be  protected  by  fixed  iron-wire  guards. 

All  battens  shall  be  hung  by  at  least  three  wire  ropes, 
and  be  protected  at  the  back  by  a  solid  metal  guard 
and  wire  fixed  to  a  stiff  iron  frame  at  such  a  distance 
from  the  gas  jets  that  no  part  of  the  scenery  or  decora- 
tion can  become  heated. 

All  movable  lights  shall  be  fitted  with  flexible  tubes, 
and  the  gas  in  every  case  shall  be  turned  off  hj  the  tap 
on  the  stage  as  well  as  by  that  on  the  flexible  tube. 

All  flexible  tubes  shall  be  of  sufficient  strength  to  resist 
pressure  fiom  without. 

An  indicating  glass  plate  shall  be  provided  at  a  con- 
venient place  at  the  side  of  the  stage. 

XXV.  All  doorways  used  by  the  public  shall  be  at  least  Doors  ami 
•i  feet  6  inches  wide  in  the  clear,  with  doors  hung  in  two  *^^'*-'""'8s- 
folds  made  to  open  outwards  towards  the  thoroughfare 
or  way. 

All  internal  doors  shall  be  so  hung  as  not  to  obstruct, 
when  open,  any  gangway,  passage,  staircase  or  landing. 

No  door  shall  open  immediately  upon  a  flight  of  steps, 
but  a  square  landing  at  least  tlie  width  of  the  doorway 
shall  be  provided  between  such  steps  and  such  doorway. 
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All  exit  doors  having  fastenings  shall  be  fastened  by 
automatic  bolts  only,  of  a  pattern  to  be  approved  by  the 
Cotmcil ;  but  where  such  doors  are  also  to  be  used  by 
the  public  for  entrances,  they  shall  be  fastened  with 
espagnolette  or  lever  bolts  only,  of  a  pattern  to  be 
approved  in  each  case  by  the  Council,  and  fitted  with 
lever  handles  at  a  height  of  3  feet  6  inches  from  the  floor. 

All  doors  used  for  entrances,  and  all  gates,  shall  be 
made  to  open  both  ways,  and  shall,  when  ojjened  inwards, 
be  locked  back  against  the  wall  in  such  a  manner  as  to 
require  a  key  to  release  them. 

All  barriers  and  internal  doors  shall  be  made  to  open 
outwards,  with  no  other  fastenings  than  automatic  bolts. 

Ko  locks,  monkey-tail,  flush  or  barrel  Itolts,  or  locking 
bars,  or  other  obstructions  to  exit,  shall  be  used  on  any 
doors,  gates  or  barriers. 

Ventilation.  XXVI.  All  parts  of  such  premises  shall  be  properly 
and  sufliciently  ventilated  in  a  manner  to  be  approved  by 
the  Council. 

All  openings  for  ventilation  shall  be  shown  on  the 
plans,  and  described  in  the  specification,  which  shall  be 
submitted  to  the  Council  for  its  ai)proval. 

Warming.  XXVII.  Ko  fire-place  shall  be  formed  in  any  portion  of 

the  auditorium  or  stage  of  such  premises. 

All  open  fire-places  or  stoves  in  any  other  part  of  snch 
premises  shall  be  protected  by  strong  fixed  iron-wire 
guards  and  fenders,  part  of  which  may  be  made  to  open 
for  all  necessary  purposes. 

All  heating  apparatus  shall  be  placed  in  a  position  to 
be  approved  by  the  Council,  and  enclosed  upon  all  sides 
by  brick  walls  not  less  than  U  inches  thick,  and  shall  be 
properly  ventilated. 

All  hot-water  pipes  or  coils  shall,  where  necessary, 
be  recessed  in  the  walls,  or  otherwise  arranged  so  as 
not  to  diminish  the  clear  width  of  the  gangways. 

Where  such  premises  are  heated  by  artificial  means, 
the  high  pressure  hot-water  system  with  sealed  pipes 
will  be  inadmissible,  and  either  hot-air  or  the  low  pressure 
hot-water  circulation  system  shall  be  adopted,  having 
an  open  cold  water  supply  cistern,  and  the  pipes  through- 
out the  system  shall  be  of  galvanised  wiought  iron,  with 
the  excei)tion  of  those   in   immediate   contact   with   the 
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boiler,  which  may  be  either  of  galvanised  wrought  iron 
or  copper. 

The  boiler  shall  be  made  of  wrought  iron,  copper  or 
mild  steel,  and  shall  be  jirovided  wiih  a  dead  weight 
or  other  approved  safety  valve,  which  must  be  attached 
to  the  boiler  by  an  independent  galvanised  wrought  iron 
or  cojiper  pipe,  and  must  not  under  any  circumstances 
be  fixed  to  the  circulating  pipes,  and  must  be  placed 
in  such  a  position  as  will  ensure  j^rutection  from  soot 
and  dirt. 

The  term  low  pressure  shall  be  understood  to  mean  the 
pressure  due  to  the  vertical  head  of  water  between  the 
boiler  and  the  supply  cistern. 

XXVIII.  All  such  premises  containing  a  superficial  area   Water 
for  the   accommodation    of  the    public  of  1000  feet   and   ^"I'P'y- 
upwards  shall    be    provided  with  a  sufficient  number  of 
hydrants,  each  of  a  diameter  of  not  less  than  2^  inches,  to 

be  connected  by  a  3-inch  main  with  a  Water  Company's 
high-pressure  street  main. 

Kach  of  such  hj'drants  sh  ill  be  provided  with  at  least 
a  30-feet  length  of  hose,  with  fittings  of  the  Metropolitan 
Fire  Brigatie  pattern. 

In  all  such  pieinises  where  there  is  no  constant  supply 
of  water,  there  shall  be  provided  on  the  top  of  the  pro- 
scenium wall,  or  at  some  other  place  to  be  approved  by 
the  Council,  two  cisterns,  to  be  kept  always  filled  with 
water. 

Such  cisterns  shall  be  each  capable  of  containing  at 
least  250  gallons  of  water  for  every  100  persons  of  the 
audience  to  be  accommodated  in  tlie  building. 

Such  cisterns  shall  be  properly  protected  from  all 
danger  from  frost. 

Fire  mains  shall  be  connected  with  such  cisterns  to 
hydrants  to  be  fixed  in  such  places  and  manner  as  may 
be  approved  by  the  Council. 

XXIX.  Notice  shall  be  given  to  the  Clerk  of  the  Council  Addition  or 
of  any  intended  structural  addition  to,  or  alteration  of,  a'"^'';'.''""  ^"^ 
any  such  premises,  m  respect  01   which  the  Council  may 

have  granted  a  certificate  under  the  said  Act  of  1878,  to 
the  eftect  that  such  premises  were,  on  their  original  com- 
pletion, in  accordance  with  the  Council's  regulations. 
Such  notice  shall  be  accompanied  by  plans,  elevations 
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and  sections,  block  jilan  and  specification  of  the  works 
to  be  executed  similar  to  those  required  in  the  case  of 
premises  to  be  certified  for  the  first  time  by  the  Council, 
and  showing  such  intended  addition  or  alteration. 

The  Council  will,  if  uecess  ay,  cause  a  fresh  survey  of 
such  premises  to  be  made. 

No  doors,  bolts  or  other  fastenings,  obstructions  to  the 
means  of  egress,  flap  seats  or  other  means  of  diminishing 
or  stopping  up  the  gangways,  sliall  be  put,  nor  shall  any 
alterations  of  a  like  nature  be  made  tf)  such  premises 
without  the  previous  consent  of  the  Council  being  obtained 
thereto. 

Part  II. — General. 


Oil  or  candle        XXX.  Additional    means   of  lighting,  for  use  in   the 
lamps.  event  of  the  gas  or  the  electric  light  being  extinguished, 

sliall  be  provided  fur  the  auditorium,  corridors,  pissages, 
exits,  and  staircases,  by  a  sufficient  number  of  oil  or 
candle  lamps,  of  a  pattern  to  be  approved  by  the 
Council,  properly  secured  to  an  uninflamiuable  base  out 
of  the  reach  of  the  public. 

Such  lamps  shall  be  kept  alight  during  the  whole  time 
the  public  are  in  such  premises. 

No  mineral  oils  shall  be  permitted  to  be  used  in  such 
lamps. 

Fire  alarm.  XXXI.  Every  theatre,  and,  where  consi'lcred  nccessary 

by  the  Council,  all  other  premises  licensed  by  the  Council, 
shall  be  connected  with  the  nearest  Fire  Brigade  Station 
by  telephone. 

Nutices.  XXXIT.  All  exit   and  other  doors  used  by  the  public 

shall  be  indicated  by  painted  notices  in  3-inch  white 
block  letters  upon  a  black  ground. 

6uch  notices  shall  be  painted  on  the  duors  and  walls 
at  least  6  feet  9  inches  above  the  floor. 

The  words  "no  exit"  shall  be  painted  at  least  6  feet 
9  inches  above  the  floor,  in  3-inch  white  block  letters 
upon  a  black  ground,  upon  all  doors,  in  sight  of  the 
audience,  which  do  not  lead  to  exits. 

I'ncautions  XXXIII.  Wct  blankets  or  rugs,  and  buckcts  filled  with 

against  fire,     -water  sliall  be  always  kept  on  the  stage  or  in  the  flies. 
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scene  docks,  or  wings,  and  attention  shall  be  directed  to 
them  by  placards  legibly  printed  or  painted,  and  fixed 
immediately  above  them. 

Some  person  shall  be  held  responsible  by  the  management 
for  keeping  the  wet  blankets  or  rugs  and  buckets  ready  for 
immediate  use. 

Hatchets,  hooks  and  other  appliances,  for  taking  down 
hanging  scenery  in  case  of  fire,  shall  be  always  kept  in 
readiness  for  immediate  use. 

The  regulations  as  to  fire  shall  be  always  posted  in 
some  conspicuous  place  in  such  premises,  so  that  all 
persons  connected  with  such  premises  may  be  acquainted 
with  such  reo'ulations. 


Part  III. — Electric  Lighting. 

XXXIV.  Where  the  electric  light  is  permitted  in  such  Certificate, 
premises,    it    shall    be    on    condition    that    a    competent 
electrical  engineer  do  certify  in  writing  to  the  satisfaction 
of  the  Council  once  in  six  months  that  the  system  is  in 
proper  working  order. 

1.  All    such   premises  when  lighted  by  electric  light   Circuits. 

shall  have  at  least  three  separate  and  distinct 
circuits  (a)  for  the  stage  (6)  and  (c)  for  the 
auditorium,  corridors  and  exits. 

The  circuits  referred  to  in  (b)  and  (c)  shall  be  so 
arranged  that  half  the  lights  in  each  division  of 
the  auditorium  and  half  those  in  each  corridor 
and  exit  shall  be  on  (b)  and  the  other  half  on 
(c)  circuit. 

"When  the  current  is  supplied  by  a  public  lighting 
company  these  circuits  shall  be  taken  separately 
from  the  street  mains. 

Under  all  circumstances  complete  metallic  circuits 
must  be  employed. 

Gas  and  water  pipes  shall  never  form  part  of  any 
circuit. 

The  number  of  lamps  shall  be  so  sub-divided  that 
no  sub-circuit  shall  carry  more  than  60  amperes ; 
and  each  sub-circuit  shall  start  from  a  distribut- 
ing board, 

2.  All   conductors   used    within    buildings    shall    be   of  Con.iu.iorv 
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copper  5iaviBg  a  condtictivity  eq^al  to  not  less 
than  98  per  cent,  of  that  of  pure  eopper,  and 
shall  be  so  proportioned  to  the  work  they  have 
to  do  that,  if  douLle  the  normal  current  be 
transmitted,  their  tempeiature  shall  not  rise 
to  above  150  degrees  Fahr. 

The  conductors  shall  be  insulated  with  pure  and 
vulcanised  india-rubber. 

The  insulation  resistance  shall  not  be  less  than 
300  megohms  per  statute  mile,  at  60  degrees 
Fahr.,  after  one  minute's  electrification,  when 
tested  with  at  least  400  volts,  and  after  48 
hours'  immersion  in  water. 

The  insulated  conductors  shall  be  protected  on  the 
outside  by  stout  tape  or  braiding  impregnated 
with  preservative  compound. 

If  it  is  desired  to  use  any  other  means  of  insulation 
than  that  above  specified,  special  permission  shall 
be  obtained  from  the  Council,  and  no  material  shall 
be  used  which  is  not  waterproof,  or  which  will 
soften  ai  a  temperature  below  170  degrees  Fahr. 

In  all  cases  conductors  conveying  currents  of  high 
electromotive  force  inside  buildings  shall  be 
specially  and  exceptionally  insulated,  and  cased 
in,  and  the  casing  made  fireproof. 

The  positive  and  negative  terminals  connected  to 
such  conductors  shall  not  be  nearer  to  each  other 
than  12  inches,  and  shall  be  efficiently  protected 
from  risk  of  contact. 

Flexible  conductors  in  connection  with  movable 
lights  shall  be  insulated  with  vulcanised  india- 
rubber,  and  protected  on  the  outside  by  a  stout 
braiding  ;  should  any  of  these  flexible  conductors 
be  damaged,  it  shall  be  at  once  replaced. 

No  circuit  of  this  nature   shall  carry  more  than 
10  amperes,  and  each  circuit  shall  be  protected 
by  a  double  pole  fuse. 
Ooiuhutors,         3.  AH  conductors  shall   be   efficiently    protected  from 
linllSuoM.  mechanical  injury. 

Where  conductors  pass  through  Avails,  hreproot 
floors  or  ceilings,  they  shall  be  protected  by 
iron  pipes  or  by  glazed  stoneware  or  porcelain 
tubes,  and  precautions  shall  be  taken  to  prevent 
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the  possibility  of  fire  or  water  passing  along  the 
course  of  the  conductors. 

In  special  cases,  or  where  necessary  for  protection 
from  the  depredations  of  rats,  mice,  or  other 
vermin,  armour  cables  may  be  used.  These  need 
receive  no  further  mechanical  protection. 

Lead-covered  cables  shall  not  be  used  unless  pro- 
tected by  external  armour  of  iron  or  steel. 

Metal  fastenings  for  fixing  conductors  shall  be 
avoided,  but  when  unavoidable  some  additional 
covering  shall  be  used  to  protect  the  conductor, 
unless  armoured,  from  mechanical  injury  at  the 
points  of  support. 

If  casing  be  used,  it  shall  be  of  hard  wood,  and 
each  conductor  shall  be  laid  in  a  separate  groove 
the  cover  shall  be  secured  with  screws. 

Casings  shall,  as  far  as  possible,  be  placed  in  sight, 
and  the  conductors  shall  always  be  accessible. 

Joints  in  conductors  shall  be  avoided,  but  when 
unavoidable  they  shall  be  electrically  and 
mechanically  perfect.  Soldering  fluids  sliall  not 
be  used  in  making  such  joints. 

4.  All  external  conductors  shall  be  specially  insulated    External 

and  laid  in  iron  pipes  properly  jointed,  and  of  «»"<'"*^t"'s- 
ample  size. 
Such  iron  pipes  shall  be  protected  where  necessary, 
and  securely  fixed  and  supported  when  not  under- 
ground. 

5.  All  exposed  metal  work,  such   as  fittings,  switch  Switches, 

and  fuse  covers,  &c.,  shall  be  efficiently  insulated   <^"*-°"'^'  <'*° 
from  the  circuits. 

All  switches,  cut-outs,  ceiling  roses,  wall  and  floor 
sockets  and  lamp-holders,  shall  have  uninflam- 
mable bases. 

All  switches  shall  be  of  ample  size  to  carry  the 
currents  for  which  they  are  intended  without 
heating,  and  shall  be  so  constructed  that  it  will 
be  impossible  for  them  to  remain  in  any  position 
intermediate  between  the  "on"  and  the  "off" 
positions,  or  to  permit  of  a  permanent  arc. 

All  circuits  shall  bo  eflSciently  protected  by  cut- 
outs, placed  in  positions  easily  accessible  to  the 
staff,  but  inaccessible  to  the  public. 

Q  2 
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The  main  cut-outs  shall  be  of  such  pattern  and 
be  fixed  in  such  a  position  as  to  admit  of  quick 
replacement. 

All  circuits  carrjang  a  current  of  20  amperes  or 
more  shall  be  provided  with  a  cut-out  on  each 
conductor,  and  the  two  cut-outs  shall  not  come 
in  the  same  compartment. 

All  cut-outs  shall  be  so  constiTicted  that  fused 
metal  in  falling  cannot  cause  a  short  circuit  or 
an  ignition. 

All  cut-outs  shall  be  so  marked  as  to  show  what 
circuit  or  lamps  they  control. 

All  wall  or  tioor  sockets  shall  be  provided  with 
fuses  in  their  fixed  portions. 

The  sockets  for  the  stage  shall  be  of  hard  wood 
with  metal   guards,  care  being  taken  to  avoid 
risk  of  ignition,  and  they  shall  be  of  specially 
substantial  con  struction. 
];.si^tances.  6.  Eesistanccs  for  regulating  the  power  of  the  lights 

shall  be  mounted  on  incombustible  bases,  and 
shall  be  so  protected  and  placed  at  such  a  distance 
from  any  combustible  material  that  no  part  of 
the  resistance,  if  broken,  can  fall  on  such 
material. 

Principal  resistances  shall  be  placed  in  a  fire-proof 
room  reserved  for  the  purpose. 
Arc  lamps.  7.  Arc  lamps  shall  not  be  used  inside  buildings  without 

special  permission  from  the  (/ouncil. 

"When  they  are  used  special  precautions  shall  be 
taken  to  guard  against  danger  from  falling 
glass  or  incandescent  particles  of  carbon. 

All  parts  of  the  lamps,  lanterns  and  fittings  which 
are  liable  to  be  handled  (except  by  the  persons 
employed  to  trim  them)  shall  be  insulated. 
staw  light-  8.  Where  there  is  a  stage,  special  care  shall  be  taken 

■"s^  that  all  works  in  connection  with  the  lighting 

of  the  stage  are  carried  out  in  as  substantial  a 
manner  as  possible. 

No  metal  work  in  connection  with  the  circuits 
shall  be  exposed  or  so  fixed  or  constructed  as  to 
be  liable  to  cause  a  short  circuit. 

Lamps  on  battens,  footlights,  &c.  shall  be  pro- 
tected by  stiff  wire  guards,  so  arranged  that  no 
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scenery  or  other  inflammable  material  can  come 
in  contact  with  the  lamps. 

No  readily  combustible  material  shall  be  used  in 
connection  with  any  lamps  on  the  stage  in  such 
a  manner  that  it  might  come  in  contact  with  the 
lamps. 

Ko  soft  or  readily  inflammable  wood  shall  be  used 
in  connection  with  the  lamps  on  the  stage,  and 
all  wood  shall  be  protected  by  uninflammable 
material  from  the  possibility  of  ignition  by  an 
arc  between  any  two  parts  of  the  two  conductors, 
or  by  heated  particles  from  any  conductor  or 
part  of  a  conductor  wdiich  may  connect  together 
the  two  main  conductors. 

"Where  a  number  of  lights,  as  in  the  footlights, 
battens,  &c.,  are  supplied  under  control  of  one 
switch,  and  protected  by  one  single  or  double 
pole  cut-out,  as  the  case  may  be,  the  conductors 
shall  be  maintained  throughout  of  such  a  section 
that  they  will  be  effectually  protected  by  the 
cut-outs  against  heating. 

The  leads  to  the  battens  shall  be  specially  guarded, 
particularly  at  the  points  where  they  join  on 
to  the  battens,  and  a  sufficient  length  shall  be 
allowed  to  prevent  the  leads  receiving  any 
injury  through  any  movement  of  the  battens. 

The  battens  shall  be  suspended  by  at  least  three 
wire  ropes  attached  to  insulators  on  the  battens. 

On  no  account  shall  the  same  battens  be  adapted 
for  both  gas  and  electiic  light. 
9.  A  switchboard,  containing  all  the  necessary  switches,  stage  switch, 
cut-outs,  and  other  fittings  for  the  control  and  ^°'^^°- 
regulation  of  the  stase  lio-htino;  shall  be  fixed  in 
some  convenient  position  overlooking  the  stage. 

This  board   shall  be   inaccessible    to   all  but   the 
persons  employed  at  such  premises  to  work  it. 
10.  Boilers,  steam  engines,  gas  engines  and  dynamos.  Generating 
when  used  for  the  supply  of  electricity  to  such  ^''"''' 
premises,  shall  be   placed  in   such    positions  as 
shall  be  sanctioned  bj^  the  Council. 

Gas  engines  shall  be  placed  in  rooms  so  adequately 
and  continuously  ventilated  that  no  explosive 
mixture  of  gus  can  accumulate  by  any  leakage 
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Trans- 


resistance. 


11, 


12. 


13 


Supervision. 


14. 


through  the  engine  in  the  event  of  any  of  the 
gas  cocks  being  left  turned  on. 

A  hood,  connected  with  a  pipe  carried  iutto  the 
external  air,  shall  be  fixed  over  the  ignition 
tube  when  this  is  used. 

Primary  or  secondary  batteries  shall  be  placed  iii 
rooms  so  adequately  ventilated  that  no  fan  shall 
be  necessary. 

The  batteries  shall  be  well  insulatefl 

Transformers  used  to  transform  either  direct  or 
alternating  currents,  together  with  the  switches 
and  cut-outs  connected  therewith,  shall  be  placed 
in  a  fire  and  moisture-proof  structure. 

Where  the  primary  current  is  of  high  potential, 
such  structure  should  be  preferably  outside  the 
building. 

No  part  of  such  apparatus  shall  be  accessible  except 
to  the  j3erson  in  charge  of  its  maintenance. 

No  transformer  which,  under  normal  conditions  of 
load,  heats  above  130  degrees  Fahr.  shall  be  used. 

Transformer  circuits  shall  be  so  arranged  that 
under  no  circumstances  shall  a  contact  between 
the  primary  and  the  secondary  coils  lead  an 
electromotive  force  of  high  pressure  into  the 
building.  The  term  high  pressure  means  in  all 
cases  pressure  above  200  volts. 

The  insulation  resistance  of  a  system  of  distribution 
shall  be  such  that  the  greatest  leakage  from  any 
conductor  to  earth,  when  all  branches  are  switched 
on,  the  lamps  and  motors  being  removed,  shall 
not  exceed  one  fifteen -thousandth  part  of  the 
total  current  intended  for  the  supply  of  the 
said  lamps  and  motors ;  the  test  being  made  at 
the  usual  working  electro-motive  force.  Pro- 
vided that  this  rule  shall  not  be  held  to  justify 
a  lower  insulation  resistance  than  6000  ohms, 
nor  to  reqiiire  one  higher  than  5  megohms. 

The  generating  plant  and  switching  gear  shall  be 
in  the  hands  of  thoroughly  competent  manipu- 
lators, and  the  engine  room  (if  any)  shall  be 
inaccessible  to  the  general  public,  and  shall 
where  possible  have  an  independent  entrance. 
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15.  A  plan  of  tlie  wiring  shall  be  always  kept  in  a  rian  of 
prominent  position  in  the  oflSce  of  the  manager  '*"'"s- 
of  such  premises. 


Part  IV. 

XXXV.  The  Council  reserves  to  itself  the  right  from  rower  to 
time  to  time,  in  any  special  case,  to  modify  or  dispense  "J^peasir 
with  these  regulations.  "''l^,*^';.':^^. 

All  applications  for  dispensations  or  modifications  shall 
be  made  in  writing,  addressed  to  the  Clerk  of  the  Council, 
and  contain  a  statement  of  the  facts  of  the  particular  case, 
and  the  reasons  why  it  is  desired  to  modify  or  dispense 
with  these  regulations  as  applicable  thereto. 


regulations 


XXXVI.  The   person  or  persons  in  whose  name   the  Person 
license  is  granted  will  be  held  resiwnsible  by  the  Council   '■cspo"S'bie. 
for  the  carrying  out  of  the  above  regulations,  for  the  due 
management  of  such  premises,  and  for  the  safety  of  the 
public  and  his  or  their  employees  in  the  event  of  fire. 

Note. — Every  person  who  receives  a  certificate  under  the  Act 
of  1878  shall  he  informed  that  the  issue  of  the  certificate  does 
mot  preclude  the  Council  from  considering,  on  its  merits,  any 
application  icMch  may  hereafter  he  made  with  respect  to  the 
licensing  of  the  huilding. 
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EEGULATIONS  MADE  BY  THE  COUNCIL  ON  NOV.  23,  1S9L 
UNDER   THE  LONDON  BUILDING  ACT,   1S04. 

3.  (rt)  That  on  and  after  the  3st  of  January  1895,  the 
following  be  the  regulations  of  the  Council  in  relation  to 
applications  for  Banction  or  consent  under  the  London 
Building  Act,  189-i,  in  substitution  for  the  regulations  now 
existing  in  relation  to  the  same  subject  matter — 


I. — General, 

All  ap]iIications  are  to  be  addressed  to  the  Superintend- 
ing Architect,  County  Hall,  Spring  Gardens,  S.W. 

All  applications  must  be  in  writing  on  foolscap  paper, 
and  all  drawings  (including  plans,  sections  and  elevations) 
must  be  on  tracing  linen  of  sufficient  size  to  permit  of  the 
approval  of  the  Council  being  endorsed  thereon. 

The  scale  to  which  drawings  are  made  must  be  diawn 
thereon  and  not  expressed  in  woixls ;  the  north  point  must 
be  indicated  on  all  plans. 

The  site  must  be  coloured  pink,  the  proposed  building 
red,  existing  buildings  grey,  and  any  land  to  be  dedicated 
and  left  open  for  the  use  of  the  jwblic  blue. 

The  name  of  the  person  on  whose  behalf  the  application 
is  made  must  be  stated.  Reference  must  be  made  to  the 
section  of  the  Act  under  which  sanction  is  sought,  and 
particulars  must  bo  furnished  as  to  the  nature  of  the 
application  and  the  situation  of  the  street,  building  or 
structure. 

All  drawings  must  be  sent  in  duplicate. 
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II. — Particulaks  as  to  Drawings  Required  in 
Each  Case. 

(1)  Neio  Streets,  &c..  Section  7  and  Section  10. 

Plans  must  be  to  a  scale  of  88  feet  to  the  inch,  and  must 
be  accompanied  by  longitudinal  sections  to  the  same 
horizontal  scale,  but  to  a  vertical  scale  of  11  feet  to  the 
inch,  showing  the  natural  and  intended  surface  levels  of 
the  streets  (computed  from  ordnance  or  some  other  fixed 
datum),  and  by  cross  sections  to  a  scale  of  22  feet  to  the 
inch. 

A  key  plan  of  the  locality,  showing  the  surrounding 
property,  must  also  be  sent. 

The  names  proposed  to  be  given  to  the  streets  must  be 
submitted ;  they  must  be  such  as  are  not  already  in  use. 

In  the  event  of  the  application  being  sanctioned,  two 
additional  copies  of  the  plans  will  be  required. 

In  the  case  of  the  widening  of  streets  under  Section  10 
(4)  sections  will  not  be  required. 


(2)  Buildings  icithin  prescribed  distances,  lines  0/  frontage, 
dc,  Section  13,  Section  17  and  Section  22. 

Plans  must  be  to  a  scale  of  22  feet  to  the  inch,  and 
must  show  the  situation  of  the  building  in  relation  to 
others  adjacent.  The  height  and  precise  distance  from 
the  centie  of  the  roadwa}'-  of  the  proposed  building  and 
the  width  of  the  street  are  to  bo  figured. 

The  names  and  addresses  of  the  owners  and  occupiers  of 
the  nearest  building  on  each  side  of  the  proposed  building 
must  also  be  sent. 

In  the  event  of  an  application  being  approved,  an 
additional  copy  of  the  drawings  will  be  required. 

In  the  case  of  applications  under  Section  13  (5),  the 
extent  and  height  of  the  old  buildings  on  the  site  must  be 
shown  to  the  same  scale. 
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(3)  Space  at  rear  of  domestic  huildings.  Section  41,  and  open 
space  about  icorking -class  dwellings  not  on  the  public 
tvaij,  Section  42. 

Plans  and  Sections  must  be  to  the  scale  of  one-eiglith 
of  an  inch  to  the  foot ;  they  must  indicate  the  height  of 
the  pro]iosed  bnildings  in  every  part;  there  must  also  be 
a  l;)lock  plan  to  the  scale  of  22  feet  to  1  inch,  showing  the 
adjoining  premises,  with  the  approximate  height  of  any 
buildings  thereon. 


(4)   Ojjen  sjmce  at  rear  of  domestic  huildings  on  old  sites. 
Section  43. 

Plans  and  sections  to  the  scale  of  one-eighth  of  an  inch 
to  a  foot,  showing  the  height  and  extent  of  the  previously 
existing  buildings  and  certified  by  the  District  Surveyor, 
must  be  sent,  together  with  plans  and  sections  of  the  pro- 
posed new  buildings  to  the  same  scale.  The  position  and 
approximate  height  of  any  adjacent  buildings  must  be 
indicated  on  a  block  plan  to  the  scale  of  22  feet  to  1  inch. 


(5)  Laying  out  new  streets  on  a  cleared  area.     Section  44. 

In  addition  to  the  plans  rcqiiired  under  Regulation  II, 
(1)  and  (so  far  as  any  relaxation  or  modification  of  the 
rules  of  Part  V.  of  the  Act  may  be  asked  for)  under  II. 
(3)  a  plan  will  be  required  to  the  scale  of  88  feet  to  1  inch, 
showing  the  width  of  old  streets  on  the  area,  and  the 
extent  and  approximate  height  of  all  old  buildings 
thereon,  as  well  as  of  the  i^rojiosed  new  streets  and 
buildino;s. 


(6)  Heiglit  of  huildings.     Section  47  and  Section  40. 

A  block  plan  to  a  scale  of  22  feet  to  an  inch,  showing 
the  position  of  the  j)roposed  building  and  of  any  adjacent 
buildings,  and  the  width  of  the  street. 

Also  a  ])lan  and  sections  to  the  scale  of  one-eighth  of  an 
inch  to  the  foot,  showing  the  height  of  the  several  j^arts 
of  the  building. 
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(7)   Timber  in  external  ivalls,  Section  55,  and  furnace 
chimney  shafts,  Section  65. 

Plans,  sections  and  elevations  to  the  scale  of  one-eighth 
of  an  inch  to  a  foot,  together  with  such  details  to  a  larger 
scale  as  may  be  necessary  to  show  the  construction. 

A  block  plan  to  the  scale  of  22  feet  to  the  inch,  showing 
the  position  of  the  building. 


(8)  Projections,  Section  73. 

In  addition  to  the  drawings,  &c.  required  by  Eegu- 
lation  II.  (2),  a  plan,  section  and  side  elevation  to  the 
scale  of  one-eighth  of  an  inch  to  a  foot.  In  the  case  of 
the  application  being  approved,  an  additional  copy  of  the 
drawings  will  be  required. 


(9)  Additional  cubical  extent.  Section  76,  and  buildings 
for  the  supply  of  electricity,  Section  203. 

A  block  plan  to  the  scale  of  22  feet  to  the  inch,  showing 
the  position  of  the  building  and  buildings  adjacent. 

Plans  and  sections  to  the  scale  of  one-eighth  of  an  inch 
to  the  foot,  showing  the  height  of  the  building  in  its 
various  parts. 

The  use  to  which  the  various  parts  of  the  building  are 
intended  to  be  put  are  to  be  indicated,  and  any  points 
bearing  upon  the  question  of  liability  to  fire. 


(10)  Special  and  temporary  buildings  and  wooden  structures. 
Part  VII. 

Ajiplications  must  be  accompanied  by  a  block  ])lan  of 
the  premises,  showing  the  i)Osition  of  the  building  or 
structure,  and  also  by  a  plan,  elevation  and  section  to  a 
scale  of  one-eighth  of  an  inch  to  the  foot,  together  with 
such  details  to  a  larger  scale  as  may  be  necessary  to  show 
the  construction. 

A  fee  of  5s.  must  bo  paid  to  the  cashier  of  the  Council 
on  depositing  the  application,  and  a  further  fou  of  58.  on 
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obtaining  a  notification  of  tlie  order  of  tlie  Council,  and  in 
no  case  will  the  work  be  allowed  to  proceed  until  the  fees 
are  paid. 

Every  application  for  an  extension  of  the  period  for 
which  the  Council  has  allowed  the  use  of  a  temporary 
building,  must  be  accompanied  by  a  certificate  from  the 
District  Surveyor  as  to  its  condition,  and  as  to  its  stability 
for  such  further  period  as  may  be  applied  for,  and  also  as 
to  any  repairs  which  may  be  requisite. 

In  cases  where  the  structure  has  existed  for  less  than 
three  j^ears,  and  if  the  inspection  be  merely  to  ascertain 
that  the  building  has  not  been  altered  as  to  condition  or 
position,  and  to  certify  that  an  extension  of  time  may  be 
allowed,  a  fee  of  10s.  may  be  demanded  and  received  by 
the  District  Si;rve3'or. 

In  cases  where  the  structure  has  existed  for  three  years 
or  more,  and  a  certificate  with  regard  to  structural  stability 
is  required,  a  fee  of  20s.  may  be  demanded  and  received 
by  the  District  Surveyor. 


Naming  of  streets  and  numhering  of  houses.     Part  IV. 

Persons  laying  out  new  streets  or  building  rows  of 
houses  would  facilitate  their  own  operations  with  reference 
to  leasi  s  and  the  numbering  of  houses  required  by  the 
Council  under  the  statute,  by  observing  the  following 
rules — 

St.  Paul's  Cathedral  is  recognised  as  a  central  point, 
and  the  numbering  of  houses  begins  at  the  end  or  entrance 
of  the  street  nearest  to  that  building,  except  where  a 
street  leads  from  a  main  thoroughfare  to  a  less  important 
street,  and  then  the  numbering  must  start  from  the  main 
thoroughfare. 

Taking,  therefore,  the  sides  of  a  street  as  left  and  right 
(assuming  that  the  back  is  towards  St.  Paul's)  the  odd 
numbers  will  be  assigned  to  the  left-hand  side,  and  the 
even  numbers  to  the  right-hand  side. 

No  name  is  to  be  used  for  a  street  unless  with  the 
approval  of  the  Council ;  and  it  must  be  a  name  con- 
sisting, if  possible,  of  one  word,  with  the  addition  of 
"street,"  "road,"  or  other  like  term,  and  not  already  in 
use  within  the  county. 
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Only  such  streets  as  are  leading  thoroughfares  of  con- 
siderable length  can  be  designated  "  roads." 

No  street  under  50  feet  in  width  can  be  called  an 
"  avenue." 

The  names  "  gardens  "  and  "  groves  "  can  only  be  used 
when  the  terms  seem  appropriate. 

Names  in  some  way  associated  with  the  locality  are 
preferred. 

Names  for  terraces  or  places,  or  other  blocks  of  houses, 
and  sections  of  streets,  usually  known  as  subsidiary  names 
are  not  recognised. 

Any  person  interested  in  property  affected  by  any  order 
of  the  Council  for  re-naming  streets  or  re-numbering 
houses  is  permitted,  on  application,  to  make  a  copy  of  the 
order  and  a  tracing  of  the  plan  attached  thereto ;  or  a 
certified  copy  of  the  order  and  ])lan  may  be  furnished  to 
him  on  his  paying  the  cost  of  making  the  same. 

A  fee  of  Is.  is  to  be  charged  to  all  persons  seeking  in- 
formation involving  a  reference  to  the  recoixls  with  regard 
to  orders  for  re-naming  streets  or  re-numbering  houses. 

If  a  copy  of  an  order  and  plan  be  required,  there  will  be 
a  further  fee  of  not  less  than  Is.  Qd. 

A  more  extended  plan  may  be  obtained  for  a  larger 
payment. 

Copies  of  orders  and  plans  are  to  be  made  in  the  super- 
intending architect's  department. 
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BYELAWS  MADE  BY  THE  COUNCIL  UNDER  SECTION  39 
(1)   OF   THE   PUBLIC  HEALTH   (LONDON)  ACT,   1891. 

With  respect  to  water-closets,  earth-closets,  privies,  ashpits? 
cesspools  and  receptacles  for  clung,  and  the  proper 
accessories  thereof  in  connection  with  buildings, 
whether  constructed  before  or  after  the  passing  of 
this  Act. 

I.  Every  person  who  shall  hereafter  construct  a  water- 
closet  or  earth-closet  in  connection  with  a  building,  shall 
construct  such  water-closet  or  earth-closet  in  such  a  position 
that,  in  the  case  of  a  water-closet,  one  of  its  sides  at  the 
least  shall  be  an  external  wall,  and  in  the  case  of  an  earth- 
closet  two  of  its  sides  at  the  least  shall  be  external  walls, 
which  external  wall  or  walls  shall  abut  immediately  upon 
the  street,  or  upon  a  yard  or  garden,  or  open  space  of  not  less 
than  one  hundred  square  feet  of  superficial  area,  measured 
horizontally  at  a  point  below  the  level  of  the  floor  of  such 
closet.  Ho  shall  not  construct  any  such  water-closet  so 
that  it  is  a])proached  directly  from  any  room  used  for  the 
jmrpose  of  human  habitation,  or  used  for  the  manufacture, 
preparation  or  storage  of  food  for  man,  or  used  as  a  factury, 
workshop  or  workplace,  nor  shall  he  construct  any  earth- 
closet  so  that  it  can  be  entered  otherwise  than  from  the 
external  air. 

lie  shall  construct  such  water-closet  so  that  on  any  side 
ou  which  it  would  abut  on  a  room  intended  for  human 
habitation,  or  used  for  the  manufacture,  preparation  or 
storage  of  food  for  man,  or  used  as  a  factory,  workshop 
or  workplace,  it  shall  be  enclosed  by  a  solid  wall  or  parti- 
tion of  brick  or  other  materials,  extending  the  entire 
height  from  the  floor  to  the  ceiling. 

He  shall  provide  any  such  water-closet  that  is  ap- 
proached from  the  externnl  air  with  a  floor  of  hard  smooth 
impervious  material,  having  a  fall  to  the  door  of  such 
water-closet  of  half  an  inch  to  the  foot. 
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He  shall  provide  such  water-closet  with  proper  doors 
and  fastenings. 

Provided  always  that  this  byelaw  shall  not  apply  to 
any  water-closet  constructed  below  the  surface  of  the 
ground  and  approached  directly  fi'om  an  area  or  other 
open  space  available  for  purj^oses  of  ventilation,  measuring 
at  least  forty  superficial  feet  in  extent,  and  having  a 
distance  across  of  not  less  than  five  feet,  and  not  covered 
in  otherwise  than  by  a  grating  or  railing. 

II.  Every  person  who  shall  construct  a  water-closet 
in  connection  with  a  build iug,  whether  the  situation  of 
such  water-closet  be  or  be  not  within  or  partly  within 
such  building,  and  every  person  who  shall  construct  an 
earth-closet  in  connection  with  a  building,  shall  con- 
struct in  one  of  the  walls  of  such  water-closet  or 
earth-closet  which  shall  a1:)ut  upon  the  public  way,  j^ard, 
garden  or  open  space,  as  provided  by  the  preceding 
byelaw,  a  window  of  such  dimensions  that  an  area  of  not 
less  than  two  square  feet,  which  may  be  the  whole 
or  part  of  such  window,  shall  open  directly  into  the 
external  air. 

He  shall  in  addition  to  such  window,  cause  such  water- 
closet  or  earth-closet  to  be  provided  with  adequate  means 
of  constant  ventilation  by  at  least  one  air-brick  built  in 
an  external  wall  of  such  water-closet  or  earth-closet,  or 
by  an  air-shaft,  or  by  some  other  effectual  method  or 
appliance. 

III.  Every  person  who  shall  construct  a  water-closet 
in  connection  with  a  building,  shall  furnish  such  water- 
closet  with  a  cistern  of  adequate  capacity  for  the  purpose 
of  flushing,  which  shall  be  separate  and  distinct  from  any 
cistern  used  for  drinking  purposes,  and  shall  be  so  con- 
structed, fitted  and  placed  as  to  admit  of  the  supply  of 
water  for  use  in  such  water-closet  so  that  there  shall  not 
be  any  direct  connection  between  any  service  pipe  upon 
the  premises  and  any  part  of  the  apparatus  of  such  water- 
closet  other  than  such  flushing  cistern 

Provided  always  tliat  the  foregoing  requirement  shall 
be  deemed  to  be  complied  with  in  any  case  where  the 
apparatus  of  a  water-closet  is  connected  for  the  purpose  of 
flushing  with  a  cistern  of  afleqxiatc  capacity,  which  is  used 
solely  for  flushing  water-closets  or  urinals. 
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He  sliall  construct  or  fix  the  pipe  and  union  connecting 
such  flushing  cistern  with  the  pan,  basin  or  other  re- 
ceptacle with  which  such  water-closet  may  be  provided, 
so  that  such  pipe  and  union  shall  not  in  any  part  have 
an  internal  diameter  of  less  than  one  inch  and  a  quarter. 

He  shall  furnish  such  water-closet  with  a  suitable 
apparatus  for  the  effectual  application  of  water  to  any 
pan,  basin  or  other  receptacle  with  which  such  apparatus 
may  be  connected  and  used,  and  for  the  effectual  flushing 
and  cleansing  of  such  pan,  basin  or  other  receptacle,  and 
for  the  prompt  and  effectual  removal  therefrom  and  from 
the  trap  connected  therewith  of  any  solid  or  liquid  filth 
whi<'h  may  from  time  to  time  be  dejiosited  therein. 

He  shall  furnish  such  water-closet  with  a  pan,  basin  or 
other  suitable  receptacle  of  non-absorbent  material,  and  of 
such  shape,  of  such  capacity,  and  of  such  mode  of  con- 
struction as  to  rective  and  contain  a  sufficient  quantity  of 
water,  and  to  allow  all  filth  which  may  from  time  to  time 
be  deposited  in  such  pan,  basin  or  receptacle,  to  fall  free 
of  the  sides  there(ff  and  directly  into  the  water  received 
and  contained  in  such  pan,  basin  or  receptacle. 

He  shall  not  construct  or  fix  under  such  pan,  basin  or 
receptacle,  any  "  container  "  or  other  similar  fitting. 

He  shall  construct  or  fix  immediately  beneath  or  in 
connection  with  such  pan,  basin  or  other  suitable  receptacle 
an  efficient  siphon  trap,  so  constructed  that  it  shall  at  all 
times  maintain  a  suificient  water  seal  between  such  pan, 
basin  or  other  suital)le  receptacle  and  any  drain  or  soil 
pipe  in  connection  therewith.  He  shall  not  construct  or 
fix  in  or  in  connection  with  the  water-closet  apparatus  any 
I)  trap  or  other  similar  trap. 

If  he  shall  construct  any  water-closet  or  shall  fix  or  fit  any 
trap  to  any  existing  water-closet  or  in  connection  with  a 
soil  pijie,  which  is  itself  in  connection  with  any  other  water- 
closet,  he  shall  cause  the  trap  of  every  such  water-closet 
to  be  ventilated  iuto  the  open  air  at  a  point  as  high  as  the 
top  of  the  soil  pipe,  or  into  the  soil  pipe  at  a  point  above 
the  highest  water-closet  connected  with  such  soil  pipe, 
and  so  that  such  ventilating  pipe  shall  have  in  all  parts 
an  internal  diameter  of  not  less  than  tw^o  inches,  and  shall 
be  connected  with  the  arm  of  the  soil  pipe  at  a  point  not 
less  than  three  and  not  more  than  twelve  inches  from  the 
highest  part  of  the  trap,  and  on  that  side  of  the  water  seal 
which  is  nearest  to  the  soil  pipe. 
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IV.  Any  person  who  shall  provide  a  soil  pipe  in  con- 
nection with  a  building  to  be  hereafter  erected,  shall 
cause  such  soil  pipe  to  be  situated  outside  such  building, 
and  any  person  who  shall  provide  or  construct  or  refit  a 
soil  pipe  in  connection  with  an  exi.>«ting  building  shall, 
whenever  practicable,  cause  such  soil  pipe  to  be  situated 
outside  such  building,  and  in  all  cases  where  such  soil 
pipe  shall  be  situated  within  any  building,  shall  construct 
such  soil  pipe  in  drawn  lead,  or  of  heavy  cast  iron  jointed 
with  multen  lead  and  properly  caulked. 

He  shall  construct  such  soil  pipe  so  that  its  weight  in 
proportion  to  its  length  and  internal  diameter  shall  be  as 
follows : — 


Diameter. 


Weight  per  10-feet  length.  ,  Weight  por  e-feet  length. 
Not  less  ttian  Not  less  tban 


3J  inches. 

65  lbs. 

48  lbs. 

4    » 

74  „ 

51  „ 

5    „ 

92  „ 

69  „ 

6    ,, 

110  „ 

84  „ 

Every  person  who  shall  provide  a  soil  pipe  outside  or 
inside  a  building  shall  cause  such  soil  pipe  to  have  an 
internal  diameter  of  not  less  than  three  and  a  half  inches, 
and  to  be  continued  upwards  without  diminution  of  its 
diameter,  and  (except  where  unavoidable)  without  any 
bend  or  angle  being  formed  in  such  soil  joipe  to  such  a 
height  and  in  such  a  position  as  to  afford  by  means  of  the 
open  end  of  such  soil  pipe  a  safe  outlet  for  foul  air,  and  so 
that  such  open  end  shall  in  all  cases  be  above  the  highe.-t 
part  of  the  roof  of  the  building  to  which  tlie  soil  pipe  is 
attached,  and,  where  practicable,  be  not  less  than  three 
feet  above  any  window  within  twenty  feet,  measured  in  a 
straight  line  from  the  open  end  of  such  soil  pipe. 

He  shall  furni>h  the  open  end  of  such  soil  pipe  with  a 
wire  guard  covering,  the  openings  in  the  meshes  of  which 
shall  be  equal  to  not  less  than  the  area  of  the  open  end  of 
the  soil  pipe. 

Ill  all  such  cases  where  he  shill  connect  a  had  trap  or 
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pipe  with  an  iron  soil  pipe  or  drain  he  shall  insert  between 
Kucli  trap  or  pipe  and  such  soil  pipe  or  drain,  a  brass 
thimble,  and  he  shall  connect  such  lead  trap  or  pipe  with 
such  tbimljle  by  ujeans  of  a  wiped  or  overcast  joint,  and 
he  shall  connect  such  thimble  with  the  iron  soil  pifte  or 
drain  by  means  of  a  joint  made  with  molten  lead,  properly 
caulked. 

In  all  such  cases  where  he  shall  connect  a  stoneware 
trap  or  pipe  with  a  lead  soil  pipe,  he  shall  insert  between 
such  stoneware  trap  or  pipe  and  such  soil  pipe  a  brass 
socket  or  other  similar  appliance,  and  he  shall  connect 
such  stoneware  trap  or  pipe  by  inserting  it  into  such 
socket,  making  the  joint  with  Portland  cement,  and  he 
shall  connect  such  soi  ket  with  the  lead  soil  pij)e  by  means 
of  a  wiped  or  ovei  cast  joint. 

In  all  cases  where  he  shall  connect  a  stoneware  trap  or 
pipe  with  an  iron  soil  pipe  or  drain,  he  shall  insert  such 
stoneware  trap  or  pipe  into  a  socket  on  such  iron  soil  pipe 
or  diain,  making  the  joint  with  Pi  rtland  cement. 

He  shall  so  construct  such  soil  pipe  that  it  shall  not  be 
directly  connected  with  the  waste  of  any  bath,  rain-water 
pipe,  or  of  any  sink  other  than  that  which  is  |)rovided  for 
the  reception  of  urine  or  other  excremental  tilth,  and  he 
shall  construct  such  soil  pipe  so  that  there  shall  not  be 
any  trap  in  such  soil  pii)e  or  between  the  soil  pipe  and  any 
drain  with  which  it  is  connected. 

V.  A  person  who  shall  newly  fit  or  fix  any  apparatus  in 
connection  with  any  existing  water-closet  shall,  as  regards 
such  apparatus  and  its  connection  with  any  soil  pipe  or 
drain,  comply  with  such  of  the  requirements  of  the  fore- 
going byeliws  as  would  be  applicaljle  to  the  apparatus  so 
fitted  or  fixed  if  the  water-closet  were  being  newly  con- 
structed. 

VI.  Every  person  wdio  shall  constiuct  an  eaith-closet  in 
connection  with  a  building  shall  fnrnish  such  earth-closet 
with  a  reservoir  or  receptacle,  of  suitable  constjuction  and 
of  adequate  capacity,  for  dry  earth,  and  he  shall  construct 
and  fix  such  reservoir  or  recepjtacle  in  such  a  manner  and 
in  such  a  position  as  to  admit  of  ready  access  to  such 
reservoir  or  recej)tacle  for  the  purpose  of  depositing 
therein  the  necessary  supply  of  dry  earth. 
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He  shall  consti'uct  or  fix  in  connection  with  such 
reservoir  or  receptacle  suitable  means  or  apparatus  for  the 
frequent  and  effectual  application  of  a  sufficient  quantity 
of  dry  earth  to  any  filth  which  may  from  time  to  time  be 
deposited  in  any  receptacle  for  filth  constructed,  fitted  or 
used  in,  or  in  connection  with,  such  earth-closet. 

He  shall  construct  snch  earth-closet  so  that  the  contents 
of  such  reservoir  or  receptacle  may  not  at  any  time  be 
exposed  to  any  rainfall  or  to  the  drainage  of  any  waste 
water  or  liquid  refuse  from  any  premises. 

VII.  Every  person  who  shall  construct  an  earth-closet 
in  connection  with  a  building  shall  construct  such  earth- 
closet  for  use  in  combination  with  a  movable  receptacle 
for  filth. 

He  shall  construct  such  earth-closet  so  as  to  admit  of  a 
movable  receptacle  for  filth,  of  a  capacity  not  exceeding 
two  cubic  feet,  being  placed  and  fitted  beneath  the  seat  in 
such  a  manner  and  in  such  a  position  as  may  effectually 
prevent  the  deposit  upon  the  floor  or  sides  of  the  space 
beneath  such  seat,  or  elsewhere  than  in  such  receptacle,  of 
any  filth  which  may  from  time  to  time  fall  or  be  cast 
through  the  aperture  in  such  seat. 

He  shall  construct  such  receptacle  for  filth  in  such  a 
manner  and  in  sucli  a  position  as  to  admit  of  the  frequent 
and  effectual  application  of  a  sufficient  quantity  of  dry 
earth  to  any  filth  which  may  be  from  time  to  time 
deposited  in  such  receptacle  for  filth  and  in  such  a 
manner  and  in  such  a  position  as  to  admit  of  ready  access 
for  the  purpose  of  removing  the  contents  thereof. 

He  shall  also  construct  such  earth-closet  so  that  the 
contents  of  such  receptacle  for  filth  may  not  at  any  time 
be  exposed  to  any  rainfall  or  to  the  drainage  of  any  waste 
water  or  liquid  refuse  from  any  premises. 

VIII.  Every  person  who  shall  construct  a  privy  in  con- 
nection with  a  building  shall  construct  such  jjrivy  at  a 
distance  of  twenty  feet  at  the  least  from  a  dwelling-house 
or  public  building,  or  any  building  in  which  any  person 
may  be  or  may  be  intended  to  be  employed  in  any  manu- 
facture, trade  or  business. 

IX.  A  person  who  shall  construct  a  jirivy  in  connection 
with  a  building  shall  not  conistruct  such  privy  within  the 

K  2 


244  LONDON  COUNTY  COUNCIL. 

distance  of  one  hundred  feet  from  any  well,  spring  or 
stream  of  water  used,  or  likely  to  be  used,  by  man  for 
drinking  or  domestic  purposes,  or  for  manufacturing 
drinks  for  the  use  of  man,  or  otherwise  in  such  a  position 
as  to  render  any  such  water  liable  to  pollution. 

X.  Every  person  who  shall  construct  a  privy  in  con- 
nection with  a  building  shall  construct  such  privy  in  such 
a  manner  and  in  such  a  position  as  to  aifoid  ready  means 
of  access  to  such  privy,  for  the  purpo>e  of  cleansing  such 
privy  and  of  removing  tilth  therefiom,  and  in  such  a 
manner  and  in  such  a  position  as  to  admit  of  all  filth  being 
removed  from  such  privy,  and  fn»m  the  [iremises  to  which 
such  privy  may  belong,  without  being  carried  through 
any  dwelling- house  or  public  building,  or  any  building  in 
which  any  person  may  be  or  may  be  intended  to  be 
employed  in  any  manufacture,  trade  or  business. 

XI.  Every  person  who  shall  construct  a  privy  in  con- 
nection with  a  building,  shall  provide  such  privy  with  a 
sufficient  opening  for  ventilation  as  near  to  the  top  as 
practicable  and  communicating  directly  with  the  external 
air. 

He  shall  cause  the  floor  of  such  privy  to  be  flagged  or 
paved  with  bard  tiles  or  other  non-absorbent  material,  and 
he  shall  construct  such  floor  so  that  it  shall  be  in  every 
part  thereof  at  a  height  of  not  less  than  six  inches  above 
the  level  of  the  surface  of  the  ground  adjoining  such 
privj',  and  so  that  such  floor  shall  have  a  fallor  iucliration 
towards  the  door  of  such  privy  of  half  an  inch  to  the  foot. 

XII.  Every  person  who  shall  construct  a  privy  in  con- 
nection with  a  building  shall  construct  such  privy  for  use 
in  combination  with  a  movable  receptacle  for  filth,  and 
shall  construct  over  the  whole  area  of  the  space  immedi- 
ately beneath  the  seat  of  such  privy  a  floor  of  flagging  or 
asphalte  or  some  suitable  composite  material,  at  a  height 
of  not  less  than  three  inches  above  the  level  of  the  surface 
of  the  ground  adjoining  such  privy  ;  and  he  shall  cause  the 
whole  extent  of  each  side  of  such  space  between  the  floor 
and  the  seat,  other  than  any  part  that  may  be  occupied  by 
any  door  or  other  opening  theiein,  to  be  constructed  of 
flagging,  slate  or  good  brickwork,  at  least  nine  inches 
thick,  and  rendered  in  good  cement  or  asphalted. 
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He  shall  construct  tbe  seat  of  such  privy,  the  aperture 
in  such  seat,  and  the  space  beneath  such  seat,  of  such 
dimensions  as  to  admit  of  a  movable  receptacle  for  filth,  of 
a  capacity  not  exceeding  two  culjic  feet,  being  placed  and 
fitted  beneath  such  seat  in  such  a  manner  and  in  such  a 
position  as  xnasj  efi'ectually  prevent  the  deposit  upon  the 
floor  or  sides  of  the  space  beneath  such  seat,  or  elsewhere 
than  in  such  receptacle,  of  any  filth  which  m;iy  from  time 
to  time  fall  or  be  cast  through  the  aperture  in  such  seat. 

He  shall  construct  such  privj^  so  that  for  the  purpose  of 
cleansing  the  space  beneath  the  seat,  or  of  removing 
therefrom  or  placing  or  fitting  therein  an  appropriate 
receptacle  for  filth,  there  shall  be  a  door  or  other  opening 
in  the  back  or  one  of  the  sides  thereof  capable  of  being 
opened  from  the  outside  of  the  privy,  or  in  any  case  where 
such  a  mode  of  construction  may  be  impracticable,  so  that 
for  the  purposes  aforesaid  the  whole  of  the  seat  of  the  priv}^ 
or  a  sufficient  part  thereof  may  be  readily  moved  or 
adjusted. 

XIII.  A  person  who  shall  construct  a  privy  in  connection 
with  a  building  shall  not  cause  or  suffer  any  part  of  the 
space  under  the  seat  of  such  privy,  or  any  part  of  any 
receptacle  for  filth  in  or  in  connection  with  such  privy,  to 
communicate  with  any  drain. 

XIV.  Every  person  who  shall  intend  to  construct  any 
water-closet,  earth-closet  or  privy,  or  to  fit  or  fix  in,  or  in 
connection  with,  any  water-closet,  earth-closet  or  privy, 
any  apparatus  or  any  trap  or  soil  pipe,  shall,  before 
executing  any  such  works,  give  notice  in  ^vriting  to  the 
clerk  of  the  Sanitary  Authority. 

XV.  Every  owner  of  an  earth-closet  or  privy  existing 
at  the  date  of  the  confirmation  of  these  byelaws  shall, 
before  the  expiration  of  six  months  from  and  after  sucli 
date  of  confirmation,  cause  the  same  to  be  reconstructed  in 
such  manner  that  its  position,  structure  and  apparatus 
shall  comply  with  such  of  the  requirements  of  tlie  fore- 
going byelaws  as  are  applicable  to  earth-closets  or  privies 
newly  constructed. 

XVI.  "When  any  person  shall  provide  an  ashpit  in  con- 
nection with  a  building,  he  shall  cause  the  same  to  consist 
of  one  or  more  movable  receptacles  sufficient  to  contain 
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the  house  refuse  which  may  accumulate  during  any  period 
not  exceeding  one  week,  iiach  of  such  receptacles  shall 
be  constructed  of  metal  and  shall  be  provided  with  one  or 
moie  suitable  handles  and  cover.  The  capacity  of  each 
of  such  receptacles  shall  not  exceed  two  cubic  feet. 

Provided  that  the  requirement  as  to  the  size  of  each  of 
such  receptacles  shall  not  apply  to  any  person  who  shall 
construct  such  receptacle  or  receptacles  in  connection  with 
any  premises  to  which  there  is  attached  as  part  of  the 
conditions  of  tenancy  the  right  to  dispose  of  house  refuse 
in  an  ashpit  used  in  common  by  the  occupiers  of  several 
tenancies,  but  in  no  case  shall  such  ashpit  be  of  greater 
capacity  than  is  required  to  enable  it  to  contain  the 
refuse  which  may  accumulate  during  any  period  not 
exceeding  one  week. 

XVII.  The  occupier  of  any  premises  who  shall  use  any 
ashpit  shall,  if  such  ashpit  consist  of  a  movable  receptacle, 
cause  such  receptacle  to  be  kept  in  a  covered  place,  or  to 
be  properly  covered,  so  that  it  shall  not  be  exposed  to 
rainfall,  and  if  such  ashpit  consist  of  a  fixed  receptacle,  he 
shall  cause  the  same  to  be  kept  properly  covered. 

XVI II.  Where  the  Sanitary  Authoi-ity  have  arranged 
for  the  daily  removal  of  hoTise  refuse  in  their  district,  or 
in  any  part  thereof,  the  owner  of  any  premises  in  such 
district  or  part  thereof  shall  provide  an  ashpit  which  shall 
consist  of  one  or  more  movable  receptacles,  sufficient  to 
contain  the  house  refuse  which  may  accumulate  during 
any  period  not  exceeding  three  days,  which  the  Sanitary 
Authority  may  determine,  and  of  which  the  Sanitary 
Authority  shall  give  notice  by  public  announcement  in 
their  district.  Each  of  such  receptacles  shall  be  con- 
structed of  metal,  and  provided  with  one  or  more  suitable 
handles  and  cover.  The  capacity  of  each  of  such  receptacles 
fchall  not  exceed  two  cubic  feet. 

Provided  always  that  this  bjelaw  shall  not  apply  to 
the  owner  of  any  premises  until  the  expiration  of  three 
months  after  the  Sanitary  Authority  have  publicl}''  notified 
their  intention  to  adopt  a  system  of  daily  collection  of 
house  refuse  in  that  part  of  their  district  which  comprises 
such  premises. 

XIX.  "Where  any  receptacle  shall  have  been  provided  as 
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an  ashpit  for  any  premises  in  pursuance  of  any  byelaw  in 
that  behalf,  no  pei-son  shall  deposit  the  house  refuse 
which  may  accumulate  on  such  premises  in  any  ashpit 
that  does  not  comply  with  the  requirements  of  these 
byelaws. 

XX.  Every  person  who  shall  construct  a  cesspool  in 
connection  with  a  building  shall  construct  such  cesspool 
at  a  distance  of  one  hundred  feet  at  the  least  from  a 
dwelling-house  or  public  building,  or  any  building  in 
which  any  person  may  be,  or  may  be  intended  to  be, 
employed  in  any  manufacture,  trade  or  business. 

XXI.  A  person  who  shall  construct  a  cesspool  in 
connection  with  a  building  shall  not  construct  such 
cesspool  within  the  di-tance  of  one  hundred  feet  from  any 
well,  spring  or  stream  of  water. 

XXII.  Every  person  who  shall  construct  a  cesspool  in 
connection  with  a  building  shall  construct  such  cesspool 
in  such  a  manner  and  in  such  a  position  as  to  afford  ready 
means  of  access  to  such  cesspool,  for  the  purpose  of 
cleansing  such  cesspool  and  of  removing  the  contents 
thereof,  and  in  such  a  manner  and  in  such  a  position  as  to 
admit  of  the  contents  of  such  cesspool  being  removed 
therefrom,  and  from  the  premises  to  which  such  cesspool 
may  belong,  without  being  carried  through  any  dwelling 
house  or  public  building,  or  any  building  in  which  any 
person  may  be,  or  may  be  intended  to  be,  employed  in 
any  manufacture,  trade  or  business. 

He  shall  not  in  any  case  construct  such  cesspool  so  that 
it  shall  have,  by  drain  or  otherwise,  any  means  of  com- 
munication with  any  sewer  or  any  overflow  outlet. 

XXIII.  Every  person  who  shall  construct  a  cesspool  in 
connection  with  a  building  shall  constnict  such  cesspool 
of  good  brickwork  bedded  and  grouted  in  cement,  properly 
rendered  inside  with  cement,  and  with  a  backing  of  at 
least  nine  inches  of  well-puddled  clay  around  and  beneath 
guch  brickwork,  and  so  that  such  cesspool  shall  be  perfectly 
watertight. 

He  shall  also  cause  such  cesspool  to  be  arched  or  other- 
wise properly  covered  over,  and  to  be  provided  with 
adequate  means  of  ventilation. 
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XXIV.  A  person  shall  not.  use  as  a  receptacle  for  dung 
any  receptacle  so  constructed  or  placed  that  one  of  its 
sides  shall  be  formed  by  the  wall  of  any  room  used  fi^r 
human  habitation,  or  under  a  dwelling-house,  factory, 
workshop  or  workplace,  and  he  shall  not  use  any  receptacle 
in  such  a  situation  that  it  would  be  likely  to  cause  a 
nuisance  or  become  injurious  or  dangerous  to  health. 

XXV.  Every  owner  of  any  existing  receptacle  for  dung 
shall,  before  the  expiration  of  six  months  from  the  date 
of  the  confirmation  of  these  byelaws,  and  every  person 
who  shall  construct  a  receptacle  for  dung,  shall  cause  such 
receptacle  to  be  so  constructed  that  its  capacity  shall  not  be 
greater  than  two  cubic  yards,  and  so  that  the  bottom  or 
floor  thereof  shall  not,  in  any  case,  be  lower  than  the 
surface  of  the  ground  adjoining  such  re'ceptacle. 

He  shall  so  construct  such  receptacle  that  a  sufficient 
part  of  one  of  its  sides  shall  be  readily  removable  for  the 
purpose  of  facilitating  cleansing, 

He  shall  also  cause  such  recptacle  to  be  constructed  in 
such  a  manner  and  of  such  materials,  and  to  be  maintained 
at  all  times  in  such  a  condition  as  to  prevent  any  escape 
of  the  contents  thereof,  or  any  soakage  therefrom,  into  the 
ground  or  into  the  wall  ot  any  building. 

He  shall  cause  such  receptacle  to  be  so  constructed  that 
no  rain  or  water  can  enter  therein,  and  so  that  it  shall  be 
freely  ventilated  into  the  external  air. 

Provided  that  a  person  who  shall  construct  a  receptacle 
for  dung,  the  whole  of  the  contents  of  which  are  removed 
not  less  frequently  than  every  forty-eight  hours,  shall  not 
be  required  to  construct  such  receptacle  so  that  its  capacity 
shall  not  be  greater  than  two  cubic  yards. 

And  provided  that  a  person  who  shall  construct  a  recep- 
tacle for  dung,  which  shall  contain  only  dung  of  horses, 
asses  or  mules  with  stable  litter,  and  the  whole  of  the  con- 
tents of  which  are  removed  not  less  frequently  than  every 
forty-eight  hours,  may,  instead  of  all  other  requirements 
of  this  byelaw,  construct  a  metal  cage,  and  shall  beneath 
such  metal  cage  adeqiaately  pave  the  ground  at  a  level  not 
lower  than  the  surrounding  ground,  and  in  such  a  manner 
and  to  such  an  extent  as  will  fireventany  soakage  into  the 
ground  ;  and  if  such  cage  be  placed  near  to  or  against  any 
building   he  shall  adequately   cement   the   wall  of  such 
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building  in  such  a  manner  and  to  such  an  extent  as  will 
prevent  any  soakage  from  the  dung  within  or  upon  such 
receptacle  into  the  wall  of  such  building. 

XXVI.  The  occupier  of  any  premises  shall  cause  every 
water-closet  belonging  to  such  premises  to  be  thoroughly 
cleansed  from  time  to  time,  as  often  as  may  be  necessary 
for  the  purpose  of  keeping  such  water-closet  in  a  cleanly 
condition. 

The  occupier  of  any  premises  shall  once  at  least  in 
every  week  cause  every  earth-closet,  privy  and  receptacle 
for  dung  belonging  to  such  premises  to  be  emptied  and 
thoroughly  cleansed. 

The  occupier  of  any  premises  shall  once  at  least  in  every 
three  months  cause  every  cesspool  belonging  to  such 
premises  to  be  emptied  and  thoroughly  cleansed. 

Provided  that  where  two  or  more  lodgers  in  a  lodging 
house  are  entitled  to  the  use  in  common  of  any  water-closet, 
earth-closet,  pi  ivy,  cesspool  or  receptacle  for  dung,  the 
landlord  shall  cause  such  water-closet,  earth-closet,  privy, 
cesspool  or  receptacle  for  dung  to  be  cleansed  and  emptied 
as  aforesaid. 

The  landlord  or  o^^Tier  of  any  lodging-house  shall 
provide  and  maintain  in  connection  with  such  house, 
water-closet,  earth-closet  or  privy  accommodation  in  the 
proportion  of  not  less  than  one  water-closet,  earth-closet 
or  privy  for  every  twelve  persons. 

For  the  purposes  of  this  bjelaw  "a  lodging-house" 
means  a  house  or  part  of  a  house  which  is  let  in  lodgings 
or  occupied  by  members  of  more  than  one  family.  "  Land- 
lord "  in  relation  to  a  house  or  part  of  a  house  which  is 
let  in  lodgings,  or  occupied  by  members  of  more  than  one 
family,  means  the  person  (whatever  ma}'  be  the  nature  or 
extent  of  his  interest)  by  whom  or  on  whose  behalf  such 
house  or  part  of  a  house  is  let  in  lodgings  or  for  occupa- 
tion by  members  of  more  than  one  family,  or  who  for  the 
time  being  receives  or  is  entitled  to  receive  the  profits 
arising  from  such  letting.  "  Lodger "  in  relation  to  a 
house  or  part  of  a  house  which  is  let  in  lodgings  or 
occupied  by  members  of  more  than  one  family,  means  a 
person  to  whom  any  room  or  rooms  in  such  house  or  part 
of  a  house  may  have  been  let  as  a  lodging  or  for  his  use 
or  occupation. 
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Nothing  in  this  bjelaw  shall  extend  to  any  common 
lodging-house. 

XXVII.  The  owner  of  any  premises  shall  maintain  in 
proper  condition  of  repair  every  water-closet,  earth-closet, 
privy,  ashpit,  cesspool  and  receptacle  for  dung,  and  the 
proper  accessories  thereof  belonging  to  such  premises. 


Penalties. 

XXVIII.  Every  person  who  shall  offend  against  any  of 
the  foregoing  byelaws  shall  be  liable  for  every  such  offence 
to  a  penalty  of  five  pounds,  and  in  the  case  of  a  continuing 
offence  to  a  further  penalty  of  forty  shillings  for  each  day 
after  written  notice  of  the  offence  from  the  Sanitary 
Authority.  Provided,  nevertheless,  that  the  Court  before 
whom  any  complaint  may  be  made  or  any  proceedings 
may  be  taken  in  respect  of  any  such  offence  may,  if  the 
Court  think  fit,  adjudge  the  payment  as  a  penalty  of  any 
Bum  lees  than  the  full  amount  of  the  penalty  imposed  by 
this  byelaw. 
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Building  owner,  may  recover  expenses  from  adioinin^  owner,  99 

rights  of,  88,  94  j  o  > 

to  underpin  adjoining  building,  94 
Buildings,  cubical  extent  of,  80,  235 

domestic,  thickness  of  walls,  153 

erected  before  commencement  of  Building  Act,  147 

in  progress,  148 

not  public  or  of  warehouse  class,  thickness  of  walls,  153 

not  to  bo  made  over  sewers  without  consent,  178 

one-storey,  xxix 

separation  of,  xxix,  79 

uniting,  81 

warehouse  class,  thickness  of  walls,  157 
Byelaws,  Council  may  make,  125 

dispensation  from,  210 

exemption  of  City,  127 

evidence  of,  178 

existing.  Plates  13  to  19 

in  force,  207 

penalties  under,  210 

power  of  vestries,  &c.,  to  make,  177 

publication  of,  177 

repeal  of,  207 

under  Building  Act,  125 

under  Public  Health  Act,  238 

under  repealed  Acts,  149 

water-closets,  &c.,  238 
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Canal  works,  exemption  of,  143 

Cases  for  plants,  145 

Cattle  markets,  143 

Cellars  under  streets,  regulations  as  to,  172 

to  be  repaired  by  owners  or  occupiers,  173 
Centre  of  roadway,  xxvi 

buildings  within  prescribed  distance,  233 
Cesspools,  byelaws  as  to,  247 

cleansing,  byelaw  as  to,  248 
Chambers,  sets  of,  limitation  of  area,  xxix 
Chimneys,  xxix 

and  flues,  rules  as  to,  69,  Plate  15 

furnaue,  72,  235 

openings,  xxx,  70 

rendering  on  outside  face,  xxx,  70  • 

shafts,  xxx,  235 
Churches,  &c.,  staircases  in,  83 
City,  exemption  of,  51,  127,  200 
Cleared  area,  rearrangement  of  streets  on,  61,  234 
Combined  drainage  of  blocks  of  bouses,  169 
Concrete  buildings,  byelaws  as  to  construction,  209,  210 
Conditions,  power  of  Council  to  impose,  134 
Conductors,  electric  lishting,  225,  226 
Conservators  op  Thames,  buildings  of,  143 
Construction  of  buildings,  C5-87 
Conversion  of  buildings,  147 

into  ]iublic  buildings,  83 
Copies  of  orders  and  plans,  237 
Cornices,  wood,  xxviii 
Corridors  in  theatres,  218 

Costs  and  expenses,  payment  by  owner  or  occup'cr,  I81,  184 
Council,  County,  byelaws  and  regulations  iu  force,  207 
'  byelaws  as*  to  water-closets,  &c  ,  238 

fees  payalde  to,  165 

fire  authority,  205 

(.General  Powers)  Act,  1890,  193 

power  to  impose  conditions,  134 

regulations  under  Building  Act,  232 
County  court,  powers  and  appeal,  127 
Courts  witiiin  building,  61 
Covext  Garden  Market,  143 
Cross  walls,  160 
Cubical  exteni-  of  buildings,  80,  2?5 

consent  to  increased,  81 
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D. 

Damp  course,  byelaw  as  to,  208 

Dangerous  and  noxious  businesses,  105 
building  uear,  105 

Dangerous  structures,  100 
Court  may  make  order,  102 
expenses,  102 
fees  to  surveyor,  103 
notice  to  owner,  101 
proceedings,  101 

recovery  of  expenses  and  fees,  103,  104,  105 
removal  of  inmates,  103 
sale  of,  li  2,  103 
to  be  surveyed,  100 
surveyor's  certificate,  100 
within  City,  100 

Deduction  by  owner  paying  rent  where  expenses  deducted  from  rent 
paid  to  him,  184 

DEPINITrONS,  31 
building,  xxi 
dome.stic  building,  54 
front  or  rear  of  building,  62 
general  line  of  builiiings,  50 

appeal  against,  50 
what  street  a  building  is  in,  51 

Demolition  of  buildings  by  Council,  128 

Detached  buildings,  exemption  of,  144 

Dispensation  from  byelaws,  210 

Dilapidated  Structures,  removal  of,  103 

Disagreement  between  district  surveyor  and  builder,  234 

Distillery  not  noxious  business,  108 

District  surveyors.  Council  may  appoint  assistant,  117 
Council  may  proceed  on  behalf  of,  123 
duties  as  to  byelaws.  209 
disagreement  between,  and  builder,  234 
duties  witli  regard  to  excavations,  213 
examinntions  for,  117 
fees  to,  hy  builders  and  owners,  122 

by  Council,  122 

periods  when  entitled  to,  122 

for  n(!W  buildings.  IGl 

for  adilitions  or  alterations,  162 

for  chimneys,  162 

for  cerLifying  plans,  162 

for  wi)oden  and  temporary  etructnres,  163 
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District  Surveyors — continued 

fees  for  dangerous  structures,  163 

for  >pecial  services,  164 

for  iiiS|)ectioii  under  byelaws,  209 
raay  appoint  deputy,  117 
may  give  notice  to  produce  plans,  &c.,  210 
must  have  an  office,  117 
notice  of  irregularity,  120 
notice  of  objection,  120 

not  to  act  in  case  of  buildings  under  own  superintendence,  117 
power  of  Council  to  piiy  salaries,  123 
powfr  of  t-ntry,  119 
powers  of  Copncil  with  regard  to,  116 
returns  by,  124 
to  enforce  Act,  118 
to  notify  irregularities,  124 
to  supervise  buildings,  116 

Dock  companies'  buildings,  144 

Domestic  building,  definition  of,  54 
height  of,  54-61 
on  old  sites,  60,  234 
open  sfjaces  at  rear,  54-61,  234,  Plate  19 

Doors  in  theatres,  221 

Drainage,  approval  of,  by  vestry  or  district  board,  171 

combined,  provision  for,  169 

tempor.iry,  181 

Draining  into  sewer,  171 

in  unauthori.seil  manner,  and  penalty,  171,  172 

Drains,  faulty,  notice  of,  172 

inspection  ot,  power  to  authorise,  172 

no  house  to  be  built  without,  170 

power  of  vestry  to  execute  works,  172 

vestry  or  diatrict  board  may  compel  construction,  168 

Drawings,  rt  gulations  as  to,  232,  233 
copies,  237 

Dressing-rooms  in  theatres,  216 

Dung,  receptacles  for,  byelaws  as  to,  248 
cleansing,  byelaw  a»  to,  249 

Dwelling-houses,  height  of  rooms,  xxxi 


E. 


Earth-closets,  byelaw  as  to.  238,  240,  241 
cleansiiig,  byelaw  as  to,  249 
reconstruction  of,  byelaw  as  to,  245 
proposed,  notice  to  be  given,  245 

Easements,  interference  with,  99 
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Electric  lighting  in  tlieatres,  225 
certiticate,  225 
plaut,  229 
supervision,  230 

Electricity,  buildings  for  supply  of,  146,  235 

Embankment  walls,  142 

Enclosures  in  theatres,  220 

Encroachments  on  sewers,  181 
penalty  for,  182 

Engines  and  boilers  in  theatres,  220 

Entrances  and  exits  in  theatres,  217 

Entry,  power  of  owner,  191 

Excavations,  byelaw  as  to  filling  up,  212 
fee  to  district  surveyor,  213 
penalty  tor  Ijreacli  of  byelaw  as  to,  213 

ExEMrTiON,  duration  of,  147 

Exemptions  from  Building  Act,  142 
from  Acts,  191,  192 
School  Board  buildings,  49 

Exhibition  buildings,  142 

Expenses,  account  to  be  dcdivered  to  adjoining  owner,  99 

agreement  between  landlord  and  tenant  as  to  payment  of,  184 

as  to  party  structures,  96 
building  owner  may  recover,  99 
incurreil  by  Council,  134 
may  be  required  from  owner  or  occupier,  183 
payment  by  owners,  129 

with  regard  to  dangerous  and  neglected  structures,  recovery  of, 
104 

External  and  party  walls,  height  of,  152 
timber  in,  235 


Factory  and  Workshop  Act,  1891,  205 

Factories,  provision  against  fire,  205 

Fees  for  inspeftion  under  byelaws,  209 
payaVjle  to  Council,  liiS 
to  district  snrvevors,  \'12,  161 
audit  of  accounts  of,  124 

Filling  up  excavations,  byelaw  as  to,  212 

Fire  alarm  in  theatres,  224 

Fire,  means  of  escape  fr.im,  to  be  provided  in  high  buiMiiigs,  G9 
precautions  in  theatre.-i,  224 
prevention,  iiutlionty  for,  204,  205 

m  theatres,  &c.,  regulations  as  to,  214 
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Fire,  provision  against,  in  factories,  205 
recovery  of  expenses,  206 

Fire-resisting  materials,  what  to  be  deemed,  160 
Floor  of  pit  in  theatres,  217 

under  and  over  ovens,  &c.,  73,  74 
FLt'ES,  xxix 

Flushing  cistern,  byelaw  as  to,  239 
Footings  of  walls,  152 
Foundations,  byelaw  as  to,  207 

Furnaces,  chimneys  of,  72,  235 
floors  under  and  above,  73,  74 


G. 

Gangways  in  theatres,  219 

Gas  in  theatres,  221 

Gas  C0MPA^^ES,  saving  rights  of,  146 

Gasworks,  buildings,  143 

not  noxious  business,  108 

General  line  of  buildings,  conditions  as  to  building  in  front  of,  50,  51 
notice  of  definition,  50 

Government  buildings,  exemption  of,  145 

Gradient,  fixing  of,  xxvii 

Gravel  subsoil,  byelaw  as  to,  207 

Greenhouses,  145 

Guildhall,  142 

Gully  holes^  168 

H. 

Habitable  rooms,  rules,  74,  Plate  16 

Handrails  in  theatres,  219 

Hearths,  xxx,  70 

Height  op  buildings,  limitation  of,  55,  02-65,  234 
procedure  where  increased,  63 

Height  of  storey,  152 

Historical  buildings,  134 

Hoardings,  xxxi 
lighting,  193 

penalty  for  not  erecting,  175 
to  be  licensed  by  vestry  or  district  board,  175 
to  be  lighted,  175 
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Hoardings — continued 

to  be  erected  during  repairs,  175 
to  be  erected  and  maintained,  193 

unauthorised  or  inadequate,  may  be  removed  and  sold  by  vestry, 
176 

Hollow  walls,  xxx,  151 

Houses,  numbering,  236 

I. 

Inns  of  Court,  buildings  belonging  to,  146 

Inspection  of  drains,  power  to  authorise,  172 

Insulation  resistance  in  theatres,  230 

Interfering  with  sewers,  182 
penalty  for,  182 

Iron  buildings,  235 

Ironwork  in  theatres,  219 


Jetties,  142 


J. 


Lamps,  oil,  in  theatres,  224 

Lantern  lights,  xxxii,  Plate  14 

Legal  proceedings,  127 
by  surveyor,  127 
county  court,  powers  and  appeal,  127 

Length  op  walls,  152 

License, -provisional,  for  new  theatre  premises,  190 

Limelight  tanks,  220 

Line  of  building  frontage,  49-51 

general,  plans,  &c.,  regulations  as  to,  232 

when  exceeded,  proceedings  by  local  authority,  129 

Local  authorities,  saving  powers  of,  148 

Lodger,  definition  of,  249 

Lodging  house,  definition  of,  249 

water-closets,  &c.,  iu,  byelaws  as  to,  249,  250 

Low-lying  land,  dwelling-houses  on,  regulations  for,  108 

M. 

Mansion  House,  142 

Metropolis  Management  and  Building    Acts   Amendment   Act, 

1878,  186 
regulations  with  respect  to  prevention  from  fire  in  flieatres,  &c., 

214 
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Metkopolis  Local  BIanagement  Amendment  Act,  1SG2,  170 
Metropolis  IManagement  Act,  1855,  ItJS 

clauses  still  in  force,  relating  to  buildings,  1 6S 

portions  repealed,  168 
Metropolis  Management  Amendment  Act,  1890,  195 
Mevts,  64 

Music-halls  and  theatres,  power  to  require  remedy  of  structural 
defects,  187 

(5'ee  Theatres) 

N. 
Names  of  streets,  affixing  by  local  authority,  52 

alteration  of,  52,  53 

choice  of,  236 

register  of,  53 

regulations  as  to,  233,  236 

renaming,  237 
Naming  and  numbering  streets,  52 

copies  of  orders,  235  3 

regulations  for,  233,  235 
Neglect  to  carry  out  works  on  order  of  vestry,  180 
Neglected  structures,  103 

removal  of,  103 
New  buildings,  erection  of,  at  less  than  prescribed  distance,  47 

notice  to  comply  with  section  13,  45 

position  with  reference  to  streets,  43 

sanction  to  construction  at  less  than  prescribed  distance,  48' 
New  streets,  appeal,  48 

compensation  to  owners,  46 

naming,  regulations  as  to,  236 

on  cleared  area,  234 

plans,  &c.,  regulations  as  to,  237 

paving,  173 

supply  of  regulations,  48 
Notice  as  to  proposed  water-closet,  &c.,  245 

by  builder  to  surveyor,  118 

of  definition  of  general  line  of  buildings,  50* 

of  objection  to  proposed  works,  119 

proceedings  on  non-compliance  with,  12L 

to  be  evidence  of  intended  works,  119 

to  comply  with  section  18,  45 

to  produce  plans,  &c.,  210 

to  remove  projections,  175 

to  vestry  or  district  board  before  commencing  building  or  drain,  171 

to  vestry  or  district  bnard  of  new  building  or  taking  down,  193 

penalty  for  failure  to  give,  193 

works  may  be  commenced  without,  iu  case  of  emergency,  119 

of  irregularity,  120 

penalty  for  not  giving,  183 

service  of,  133 

to  be  in  writing,  133 

S  2 
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Noxious  business,  biiikling  near,  106 
old,  lOG 

Numbering  houses,  2^0 

copies  of  orders  ai.d  plans,  286 
Council  may  carry  out,  53 


O. 

Obstructions  in  streets,  preventing,  137 

Occupier,  conditions  of  paymea.t  of  costs  or  expenses  by,  183 

Offences  against  Building  Act,  137 

Officers  under  repealed  enactments,  150 

Oil  lamps  in  theatres,  224 

Old  Sites,  domestic  buildings  on,  234 

One-storet  buildings,  xxix 

Openings  in  roof,  xxviii 
iato  sewers,  179 

Owners  not  to  be  found,  consent  on  behalf  of,  135 
payment  of  expenses  by,  129 
power  of  entry,  135 

power  to  enter  houses,  &c.,  to  comply  with  notices,  191 
rights  of,  87 

security  to  be  given  by,  95 
settlement  of  difference  between,  91 
(fS'ee  Adjoining  and  Building  Owner) 

P. 

Parapets,  height  and  thickness  of,  67 

Party  arches  over  passages,  &c.,  75 

Party  structure,  ownership),  99 
rule  as  to  expenses,  96 

Party  fence  walls,  exemi^tion  of,  144 

Party  walls,  chases  in,  68 
easements  relating  to,  99 
height  above  roof,  G7 
partially  destroyed,  147 

rights  of  owners,  and  i)rncedure  with  regard  to,  87  et  seq. 
top  of,  byelaw  as  to,  208 
when  su  deemed,  67 

Passages  in  theatres,  218 

Paving  new  streets,  provisions  for,  173 

Penalties  and  expenses,  recovery  of,  200 
application  of,  128 

bleach  of  byelaw  as  to  plastering  and  excavations,  213 
breach  of  byelaws,  177 
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breach  of  byelaws  to  be  approved  by  Secretary  of  State,  177 

building  near  dangerous  or  noxious  business,  140 

commencing  or  altering  street  without  sanction,  137 

contravening  building  regulations,  138 

contravening  regulations  as  to  buildings  in  low-lying  land,  140 

contravention  by  workmen,  &c.,  141 

draining  into  sewer  in  unauthorised  manner,  172 

failure  to  give  uotiee  to  vestry  of  new  building,  &c.,  193 

encroachments  on  sewer.-,  182 

erecting  obstruction,  138 

establishing  dangerous  or  noxious  business,  140 

failure  to  carry  out  drainage,  169 

failure  to  make  good,  139 

failure  to  serve  building  notice,  ic,  141 

general  rule,  142 

liindering  builder,  141 

hindering  district  surveyor,  141 

hindering  persons  from  complying  with  order,  141 

hindering  traffic,  138 

hindrance  and  wilful  damage,  139 

illegal  conversion  or  employment  of  building,  142 

interfering  with  sewers,  182 

making  sewers  without  or  contrary  to  plans  approved,  196,  197 

neglecting  notices,  138 

neglect  to  carry  out  works  on  order  of  vestry,  ISO 

non-compliance  with  conditions  imposed  by  Council,  140 

non-compliance  with  order  of  County  Court,  141 

non-compliance  with  requiremeuta  with  regard  to  theatres,  »&c., 
188,  190 

non-removal  of  projections,  174 

not  erecting  hoards,  175 

not  giving  certain  notices,  183 

offences  against  Building  Act,  137  et  seq. 

offences  against  byelaws  under  Public  Health  Act,  1891,  250 

recovery  of,  191 

refusing  to  admit  or  hindering  purchaser  of  materials  sold  under 
Act,  139 

remission  of,  by  Justices,  177 

removing  subsoil,  199 

8urve3or  of  vestry  to  see  that  conditions  are  observed,  200 

sky  signs,  unauthorised,  140 

under  byelaws,  210 

underground  rooms,  unauthorised,  202 
Permissive  powers,  objectionable,  xxvii 
Piers,  142 

Pipes  for  hot  air,  &c.,  73 
Plans  and  doccmexts,  ownership  of,  135 
Plans  and  sections,  byelaw  as  to  deposit  of,  210 
Plastering,  byelaw  as  to,  212 

duties  of  district  surveyor,  213 

fee  to  district  surveyor,  213 

penalty  for  breach  of  byelaw  as  to,  213 
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Tlant,  electric  lighting,  in  theatres,  229 

Power  of  entry  to  ov.'xer,  155 

PiuvATE  BUILDINGS,  thickne&s  of  walls,  xxxiii 
exempted,  Plate  18 

Private  roads  of  railway  company,  48 

Privies,  byelaw  as  to  reconstruction  of,  245 
cleansing,  byelaw  as  to,  219 
proposed,  notice  to  be  given,  245 
regulations  as  to,  242 

Proceedings,  limitation  of  time  for,  135 

Projections,  76,  235 

additional  drawings  required,  235 

compensation  for  removal  of,  175 

limitation  of,  xxviii 

notice  to  remove,  174 

penalty  for  non-removal,  174 

vestry  or  district  board  may  remove,  174 

when  owners  to  remove,  174 

Pkoscenitm  wall,  217 
opening,  218 

Pi'RLic  BriLDiNGs,  constmctioR,  82 
conversion  into,  83 
thickness  of  walls,  sxxiv 

PcBLic  Health  (London)  Act,  1861,  201 

Pi'RLic  Health  Act,  1891,  byelaws  under,  23S 
penalties  for  otfences  against,  2o0 

PrBLic  resort,  places  of.     See  Theatres 

Q. 

QiAYS,  142 

K. 

PiAiLWAY  ARCHES,  buildings  under,  84 

Railway  buildings,  exempt  from  Parts  of  Act,  87,  143 

Railway  Companies,  exemption  from  Act,  51 

position  with  regard  to  repairs  of  road  not  being  a  street,  19G 

Raising  storey  to  comply  with  Act,  G4 

Rearrangement  of  streets  on  cleared  area,  61 

Recesses  and  openings  in  walls,  xxxi,  65,  Plate  13 

Register  of  alterations  in  names  of  streets,  53 

Register  of  conditional  consents,  51 

Resistances  in  theatres,  228 

Repeal  of  previous  enactments,  149 
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Repealed  Acts,  references  to,  150 

Repealed  enactments,  schedule  of,  16G 
officers  under,  150 

Rights  of  owners,  S7 

River  works,  142 

Road,  not  being  a  street,  vestry  may  repair,  195 
railway  companies  and,  196 
use  of  designation,  237 

Roadway,  centre  of,  xxvi 

Roofs,  construction  of,  69 
inclination  of,  sxix,  69 
limitation  of  number  of  storeys  in,  xxviii,  69 
openings  in,  compulsory,  xxviii 
over  stage,  218 

removal  of,  not  to  affect  proceedings,  137 
storeys  in,  69 
Royal  Exchange,  142 

S. 
Sale  of  materials  of  demolished  buildings  by  Council,  128 
Sanitary  authority,  certificate  and  inspection  of  fire  provision  by, 

205 
Sanitary  officers,  duties  as  regards  underground  dwellings,  203 
Scene  dock,  220 

School  Board  buildings,  exemption  of,  49 
Secueity  to  be  given  bt  owners,  95 
Separation  of  buildings,  xxix,  79 
Sessions  houses,  143 

Setting  back  building  on  re-erection,  49 
Sewers,  apportionment  of  costs  among  owners,  198 
buildings  over,  178 
encroachments  on,  181 

penalty  for,  182 
interfering  with,  182 
openings  into,  179 

penalty  for  making  without  or  contrary  to  plans  approved,  196 
197 
Sheds,  xxvii,  151 

Shop  front  projections,  77,  Plate  17 
Sites  of  buildings,  byelaw  as  to,  207 
Skylights  in  theatres,  220 
Sky  signs,  alteration  of,  113 
appeal  against  refusal,  1 14 
definition,  110 

district  surveyor  to  report  on.  111 
forfeiture  of  license,  114 
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Sky  signs — continued 

prohibition  of  future,  111 
regulation  of  existing,  111 
removal,  114 
renewal  of  license,  111 
eurvej-or's  certificate,  112 
notice  of  refusal,  113 
■within  City,  115 

Small  buildings,  exemption  of,  144 

Special  buildings,  235 

Soil  pipes,  byelaw  as  to,  241 

Space  at  bear  of  domestic  buildings,  54,  Plate  19 

Stables,  64 

Stage,  lighting,  228 
switchboard,  229 

Staircases  in  churches,  83 
in  theatres,  218 
ventilation  of,  74 

Storeys,  height  of,  152 

above  60  feet,  69 

limitation  of  number,  xxviii,  69 

of  exceptional  height,  156 

raising,  to  comply  with  Act,  64 

restriction  of  height  in  relation  to  thickness  of  walls,  156,  159 
Structure  defined,  100 

Streets,  adaptation  of  ways  for,  40 
grounds  for  refusing,  41 

formation  and  widening  of,  38-49 

greater  width  may  be  required,  42 

grounds  for  refusal  to  sanction  plans,  38 

naming  and  nmubering  of,  52,  236 

new,  xsvii,  38 

position  of  new  buildings,  43 

sanction  to  formation  of,  38 

evidence  of  commencement  of,  38 
Subsoil  op  street,  regulations  as  to  removal  of,  198 
Superintending  Architect,  appointment  of,  115 

may  appoint  deputy,  116 

ajjplications  under  Building  Act  to  be  made  to,  232 
Surplus  of  sale,  payment  into  court,  129 
Switchboard,  stage,  229 
Switches  in  theatres,  227 


Temporary  buildings,  85,  86,  235 
Temporary  drainage,  181 
Terraces,  naming,  237 
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Theatres,  &c.,  additions  to,  223 
alterations  to,  223 
boilers,  220,  223 
doors,  221 

dressing-rooms,  216 
certificate,  control  of,  231 
corridors,  218 
electric  lighting,  225  et  seq. 

certificate,  225 

supervision,  230 
enclosures,  220 
engines  and  boilers,  220 
entrances  and  exits,  217 
fire  alarm,  224 
fire  precautions,  224 
floor  of  pit,  217 
gangways,  219 
gas,  221 
handrails,  219 
ironwork,  219 
lamps  and  candles,  224 
limelight  tanks,  220 
new,  regulations  concerning,  189 
notices  on  exits  and  non-exits,  224 

not  to  be  constructed  beneath  or  above  any  other  building,  216 
passages,  218 

person  responsible  for  carrying  out  regulations,  231 
plan  of  electric  wiring,  231 
power  to  enter  and  inspect,  190 

modify  regulations,  231 

require  remedy  of  structural  defects,  187 
penalty,  188 
appeal,  188 
proscenium  wall,  217 

opening  of,  218 
provisional  license  for,  190 
regulations  as  to  fire  prevention  in,  214 
roof,  218 
scene  dock,  220 
site,  215 
skylights,  220 
staircases,  219 
structural  regulations,  214 
tiers,  number  and  height  of,  217 
ventilation,  222 
vestibules,  217 
walls,  21(3 
warming,  222 
water  supply,  223 
windows  overlooking,  216 
workshops,  219 

Thickenikq  of  walls,  153 
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Thickness,  extra,  of  certain  walls,  151 

of  walls  in  buildings  nut  public  nor  of  warehouse  class,  153 
Tiers  in  theatres,  number  and  height  of,  217 

TisiBER  in  external  walls,  66 
piles  of  loose,  87 

Top  of  party  wall,  byelaw  as  to,  208 

Transformers  in  theatres,  230 

U. 

Undergrovxd  dwellings,  closing  of,  204 
definition  of,  203 
duty  of  sanitary  ofHcer,  203 
regulations  as  to,  201 
relief  from  regulations,  202 
unauthorised,  penalty  for  letting,  202 

Underpinning  by  building  owner,  94 
rules  for,  153 

Uniting  buildings,  81 

V. 

Vacations,  expiry  of  periods  in,  130 

Vaults  under  streets,  regulations  as  to,  172 
to  be  repaired  by  owners  or  occupiers,  173 
Ventilating  valves,  145 

Ventilation  of  staircases,  74 
theatres,  222 

Vestibules  in  theatres,  217 


W. 

"Walls,  classification  of,  xxsii 
construction  of,  151 
cross,  160 

external  and  party,  height  of,  152 
external,  timber  in,  66 
extra  thickness  of  certain,  151 
footings  of,  152 
hollow,  XXX,  151 
length  of,  152 
materials,  byelaw  as  to,  208 
of  exceptional  materials,  warehouse  class,  159 
of  public  buildings,  xxxiv 
other  than  brick  or  stone,  151 
of  underground  rooms,  201 
recesses  and  openings,  65 
structure  and  thickness,  65 
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Walls — continued 
theatres,  &c.,  216 
thickening  of,  lo3 
thickness  of,  xxxiii,  Plates  1  to  12 

in  buildings  not  public,  nor  of  warehouse  class,  xxix.  153 
warehouse  class,  xxxiv,  157 

"Warehouse  class  of  buildings,  increase  of  cubical  extent  of.  xxviii 
rules  concerning  walls,  xxxiv,  157 

Warming  apparatus  in  theatres,  222 

Water-closets,  byelaw  as  to,  236 
cleansing,  byelaw  as  to,  247 
in  lodging-houses,  byelaws  as  to,  249,  250 
proposed,  notice  to  be  given,  245 

Water  supply  in  theatres,  223 

Wharves,  142 

Working  class  dwellings,  re-erected  on  old  site,  64 
open  space  about,  58,  234 

Windows  in  roofs,  xxxii 

overlooking  theatres,  216 

Wood  and  timber,  storing  of,  136 

Wooden  structures,  86,  235 

Workshops  in  theatres,  219 


Y. 

Yard  space,  xxxv 
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